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Rotary Easter 
Egg Hunt this 
Sat., March 28 th 

The Augusta Rotary 
Club will sponsor its annual 
Easter Egg Hunt on Satur¬ 
day, March 28 at 3:00 p.m. 
at the General George C. 
Marshall Park on Frankfort 
Street and the Clooney prop¬ 
erty between 2 nd Street and 
Riverside Drive. The Easter 
Egg Hunt is free and open to 
the public. 

Children 12 and under 
are invited to hunt and col¬ 
lect Easter Eggs filled with 
special treats. In addition, 
every child will receive a gift 
bag. Event Coordinator Dol¬ 
ly Plummer said the Easter 
Bunny is expected to make a 
special appearance. 

Children should bring 
their own Easter baskets and 
arrive early. Mrs. Plummer 
said that every child should 
be able to find more than one 
egg despite the popularity of 
the event. “We’ll have plen¬ 
ty of eggs to find, and most 
will not be particularly well 
hidden.” The Easter Egg 
Hunt is fast-paced and eggs 
are quickly found. 

The Easter Egg Hunt will 
be conducted in three stages. 
The first group will be for 
ages 3 and under at Marshall 
Park. Ages 4-8 will hunt in 
the Clooney lot behind the 
Old Methodist Church. The 
third group is for ages 9-12 
and also will be in the Cloo¬ 
ney lot. The Easter Bunny 
will lead the way from one 
location to another. 

A gift table will be set up 
on Frankfort Street next to 
Marshall Park. Parking will 
be available across Second 
Street in the school parking 
lot. For safety, Second Street 
will be closed to traffic be¬ 
tween Frankfort and Bracken 
Streets and Frankfort Street 
will be closed between Sec¬ 
ond Street and Riverside 
Drive. 

The Easter Egg Hunt in 
the Park is a community ac¬ 
tivity sponsored by the Ro¬ 
tary Club. 

Community 
Easter Egg Hunt 
this Sunday 

The Brooksville Christ¬ 
ian Church is sponsoring 
an Easter Egg Hunt for the 
community’s youth on Sun¬ 
day, March 29 at the Bracken 
County Middle School. Regis¬ 
tration will begin at 1:30 p.m. 
with the first egg hunt at 2:00. 
With thousand of eggs, every 
child is sure to have a good 
time hunting them. 

The schedule will be as 
follows: 2:00 for toddlers-3 
years old; 2:10 for 4-5 year 
olds; 2:20 for K-lst grade; 
2:30 for 2nd-3rd grade; 2:40 
for 4th-6th grade. A drawing 
for gift cards for a boy and 
girl in each age group will be 
given following each egg hunt. 
Every boy and girl will receive 
a goodie bag filled with candy 
and small prizes. This year 
will include the addition of a 
giant inflatable slide for the 
kids to play on while waiting. 
All of this is free. Hot dogs, 
hamburgers, chips, soft drinks 
and cookies will be available 
for purchase with the proceeds 
going to the church's commu¬ 
nity fund to help those in need 
in Bracken County. 


Bracken 4-H’ers participates in 
State 4-H Skill-A-Thon Contest 



Pictured left to right are, front row: Faith Hitch, Kyle Blevins, Nicholas Cummins, and Hope Hitch. Back row: Jacob 
Marsh, Felicia Hay, and William Jacobs. Photo submitted 

On March 9th, members of the Bracken County Livestock Club participated in the State 4-H Skill-a-thon Contest in 
Bowling Green, KY. This contest encourages young people to gain knowledge about the Livestock Industry including 
the beef, goat, sheep, and hog species. Members are tested on their knowledge individually and also work together on 
team portions of the contest as well. Members of the Clover team included Nicholas Cummins, Kyle Blevins, Faith and 
Hope Hitch. Senior team members included Jacob Marsh, William Jacobs, and Felicia Hay. Both teams did very well and 
Bracken County 4-H is very proud of their accomplishments at this year’s contest. 

Clovers: Individual Identification - 8th Faith Hitch; Individual Evaluation - 8th Nicholas Cummins; Individual quality 
Assurance - 6th Hope Hitch, 4th Faith Hitch, 3rd Kyle Blevins, and 2nd Nicholas Cummins; Total Contest Individual - 20th 
Hope Hitch; 17th Nicholas Cummins; and 8th Faith Hitch; Team Evaluation - 1st; Team Quality Assurance - 1st; Overall 
Team - 2nd. Seniors: Overall Team 8th. 


W.O.W. Easter 
Egg Hunt this 
Saturday 

Hey Kids! Be sure to be 
at Moore & Parker Funeral 
Home in Brooksville on 
Saturday, March 28 at 1 p.m. 
for the Annual Woodmen of 
the World Easter Egg Hunt. 

Toddlers to kids 10 years 
of age are welcome to come 
and hunt over 2100 Easter 
eggs with lots of prizes and 
treats to take home. 

There will be three age 
classes, so everyone will 
have plenty of hunting space. 
You just have to bring your 
own basket to carry your 
goodies home. 

Germantown 
Festival Quarter 
Auction April 3 rd 

The Germantown 

Festival Committee will 
be hosting a quarter auc¬ 
tion on Friday, April 3 rd 
at the Germantown Com¬ 
munity Center. The doors 
will open at 6 p.m. and 
the auction will start at 7 
p.m. Food will be avail¬ 
able. There will be many 
great items and vendors. 
Proceeds benefit the 2015 
Germantown Festival. 

Committee members 
include the Germantown 
City Council, Tiger Foot¬ 
ball, Bracken County Rec¬ 
reational Baseball, and 
Britesiders Homemakers. 


New vehicle registration system 


Some time- and cost¬ 
saving changes to Ken¬ 
tucky’s vehicle registration 
system are being imple¬ 
mented in county clerk of¬ 
fices across the Common¬ 
wealth. 

The vehicle registra¬ 
tion system is changing to 
“print on demand” decals 
for license plate renewals. 
Instead of clerk offices hav¬ 
ing to stock booklets of pre¬ 
printed decals, the new de¬ 
cals are printed at the time 
of registration. 

For the public, the most 


noticeable change is that de¬ 
cals will no longer be color- 
coded by year. The new decals 
will have black lettering on a 
white background. The year 
and month of registration expi¬ 
ration will be in bold numbers, 
with the license plate number 
associated with the registered 
vehicle printed on the bottom. 
The decals are printed on the 
registration receipt with a spe¬ 
cial feature that allows them 
to be peeled off and applied to 
a license plate. 

The registration receipt 
also is changing appearance. 


Gone is the traditional 
blue and white paper. Cer¬ 
tificates now will be on 8 
1/2-inch by 11-inch white 
paper. Although the look 
is different, information on 
the certificate is the same. 

The new decals and 
registration receipts are 
already in use in several 
counties, with full imple¬ 
mentation in all 120 coun¬ 
ties expected by the end of 
April. Customers with the 
old registration decals will 
keep them until they ex¬ 
pire. 


Dr. Susan Oakley speaker at 
Homemaker International Night 



Pictured left to right are: Marie Courts - International Night Chairman, Dr. Oakley, 
and Connie Bowling - Bracken County Homemaker President. Photo submitted 

Bracken County Homemakers hosted an International Night on Thursday, March 19th. 
Susan Oakley MD. was the speaker for the evening. She discussed her many mission 
trips to Africa including work in Ethiopia, Honduras, and Malawi. She shared numerous 
pictures and stories about women’s health and living conditions in Africa. 


Citizens of tomorrow ... 



This week’s citizens of 
tomorrow are Molly Brooke, 
2, and Barrett Coleman 
Thomas, 4. They are chil¬ 
dren of Ryan and Christina 
(Bowles) Thomas of Lan¬ 
caster, KY. 


Their grandparents are 
Donnie and Debbie Bowles 
of Neave and Barry and 
Haney Thomas of Lebanon, 
KY. Mrs. Virginia Bowles of 
Willow is their great-grand¬ 
mother. 


Last week to hunt for the 
hidden “Easter Lamb” 


This is the last week to 
search for the hidden “Eas¬ 
ter Lamb” for a chance to be 
a $100 cash 
winner. If you 
haven’t found 
them all, you 
still have 
time to scour 
the pages of 
The Bracken 
County News 
to find where each of these 
adorable little lambs are hid¬ 
ing. So don’t give up! 

Readers can win by 
searching the ads, headlines, 
and pictures to find out where 
the hidden “Easter Lamb”, 
as shown above is hidden, in 
three locations, in this issue, 


the March 5th, March 12th 
and March 19th issues of The 
Bracken County News. 

To enter, 
simply fill out 
all twelve loca¬ 
tions with page 
numbers on 
the entry form 
included in 
each issue and 
mail or drop 
off your forms to the office by 
Monday, March 30th at noon. 
Only forms that contain all 
twelve (12) locations are eli¬ 
gible to win. 

One winner will be cho¬ 
sen from all entries to win the 
$100 and will be notified by 
phone. 
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Courthouse 

News 


DISTRICT COURT 

Heard on Tues., March 17, 
2015 by District Court Judge 
Frank H. McCartney. 

Brock, Brandon M., (1) 
speeding, 26 m.p.h. or greater 
over the limit; (2) no license; 
(3) one headlight, continued to 
4/7. 

Herrera Guiterrez, Ruth 
Jacqueline, (1) failure of 
owner to maintain required in¬ 
surance/security, 1st offense, 
guilty, $500 fine, $400 c.d., 
costs, restitution to be deter¬ 
mined. 

Huff, Susan, (1) failure of 
non owner operator to main¬ 
tain required insurance, 1st of¬ 
fense, continued to 4/14. 

Joslin, Helen K., show 
cause hearing, continued to 
7/7. 

Smith, Zachary Scott, (1) 
disregarding stop sign; (2) fail¬ 
ure to register transfer of motor 
vehicle, continued to 4/7. 

Streine, Stephanie J., 
show cause hearing, owes $68, 
bench warrant and $68 case 
bond issued. 

Tucker, David Eugene, (1) 
DUI, 1st offense, continued to 
3/24. 

Workman, Scotty Clay, 
four cases of show cause, de¬ 
ferred/installment payment, 
owes $395.40, continued to 
3/15/16. 

Kennel, Angela Mae, (1) 
flagrant non support, waived 
to grand jury. 


heroin; and committed the of¬ 
fense of possession of drug 
paraphernalia, when he was in 
possession of a rubber tourni¬ 
quet. If convicted, the burglary 
charge is punishable by 5-10 
years imprisonment, the theft 
charge is punishable by 1-5 
years imprisonment and the 
heroin charge is punishable by 
1-3 years imprisonment. 

The grand jury charged 
that on or about July 10, 2013, 
Angela Sexton committed the 
offense of flagrant nonsup¬ 
port when she failed to pro¬ 
vide child support for her mi¬ 
nor child(ren) now totalling 
$4,987.86. If convicted, fla¬ 
grant nonsupport is punishable 
by 1-5 years imprisonment. 

The grand jury heard tes¬ 
timony against Brittany Green 
and did not find sufficient evi¬ 
dence to return an indictment, 
on the charges of 5 counts of 
criminal possession of a forged 
instrument, 2nd, and found no 
true bill. 


GRAND JURY 
INDICTMENTS 

The Bracken County 
Grand Jury handed down in¬ 
dictments on Melody Baker, 
Christopher W. Mills, and 
Angela Sexton on Thursday, 
March 19, 2015. 

The grand jury charged 
that on or about August 2nd, 
8th, 9th, 15th, 16th, and 22nd 
in 2011, Melody Baker com¬ 
mitted the offenses of criminal 
possession of a forged instru¬ 
ment, 2nd degree, when she 
passed checks in the name of 
Allen S. McQueen in the total 
amount of $395, including five 
at C & K Grocery and Locker 
in Lenoxburg for a total of 
$225, two at Dana’s Place in 
Berlin for a total of $80, and 
one at US Bank in Augusta 
for $90. If convicted, criminal 
possession of a forged instru¬ 
ment, 2nd degree is punishable 
by 1-5 years per count. 

The grand jury charged 
that on or about February 14, 
2015, Christopher W. Mills, 
committed the offense of sec¬ 
ond degree burglary, when 
he entered or remained in the 
dwelling of Ethel Quinlin; 
committed the offense of theft 
by unlawful taking, when he 
took $3,200 in cash belong¬ 
ing also to Ethel Quinlin; and 
committed the offense of sec¬ 
ond degree criminal mischief, 
when he caused damage to 
property causing loss of $500 
or more. He was also commit¬ 
ted the offense of possession 
of a controlled substance, first 
degree, first offense, when he 
was found in possession of 


From The Bracken 
County News 
April 24, 1997 
Looking Back Continued 
Compiled by John Leming 
Events in Bracken 
County History 

Barbers: C. H. Federer, 
John Courtney, James Brad¬ 
ford, William Preston. 

Woodworker: T. R. Van- 
Dyke. 

C&O Agent: John Flem¬ 
ing. 

Jewelers: L. P. Brockman, 
Henry Higgins. 

Banks: Allen Harbeson & 
Co., First National. 

1892 - Nina Asbury weds 
Dr. Stevens, goes to Japan 
with her husband as a mis¬ 
sionary, later is joined there by 
Miss Jessie Asbury. 

1893 - Mrs. T. S. Bradford 

died 

1894 - An unknown man 
became ill and died here. His 
father was located at Athalia, 
Ohio, and came here after his 
body. 

1895 - October - Mr. 
George Bengle’s coal elevator 
burned. 

A cloud burst near the 
headwaters of Big Bracken 
Creek, caused this stream to 
be above flood stage. Mrs. 
Henry (Three Foot) Insko was 
drowned as the water came 
down as almost a solid wall. 
While searching for the body, 
Three Foot was heard to re¬ 
mark “I don’t care much, but 
I’d like to know how far the 


old lady drifted.” The body 
was found in a drift pile in the 
rear of the Jennings home near 
town. 

B. C. News: May 1, 1997 

1895 - John Teel killed at 
Berlin. 

1896 - January 30 th - Pearl 
Bryan Tragedy. 

1896 - Laughlin Tragedy 
on February 14 th . 

In 1896, James Lee shot 
Dan Shepard, not seriously. In 
a mixup that followed, through 
error it was claimed Leonard 
Lee was killed at Hillsdale. 

The winter of 1896-1897 
was unusually cold, the river 
froze over and cattle were 
driven across on the ice. 

1897 - The writer was 
not in Augusta from January 
(other than for a visit) until the 
later part of 1903. A few hap¬ 
penings recorded through that 
period are: March 20, 1897, 
Jackson and Walling were 
executed at Newport, were 
friends of Robert Laughlin. 

October 2, 1897 - Centen¬ 
nial at Augusta celebrated. It 
is said that the largest crowd 
in the history of Augusta was 
present. A good portion of 
visitors were pickpockets - 
many had their pockets rifled. 

February 15, 1898 - Bat¬ 
tleship Maine sunk in Cuban 
waters. This caused a declara¬ 
tion of war between Spain and 
the United States, known as 
the Spanish American War. 

To Be Continued 
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Want to ^tourney 
your life around? 

We have the loan for you! 


First 

Financial 

Credit 


1154 US Hwy. 68 
Maysville, KY 

606-564-4642 


SPR/VC FEVER 

Now’s the time to get your boat ready! 

BOIt-f- SEU+S, 
TOPS, E+C. 



Upholstery - Supplies - Auto - Boat 
Home - Commercial - Awnings 

6689 Rt. 52 • Ripley, OH 937-392-4422 or 1-800-827-1422 

Email: odysseycanvasworks@hotmail.com 3/12,3/26-c 


From Our Files 


50 years ago 

March 25, 1965 

Howard Baker, appointed 
by the University of Kentucky 
as the county’s third extension 
agent, was approved by the 
Fiscal Court 7 votes yes to 1 
vote no. 

Mrs. Clyde Allender and 
Mrs. Agnes Linville were 
the last two winners of a free 
Florida vacation given away 
by Faul’s IGA. 

Mrs. William Tompkins, 
of Corbin, KY came Friday to 
visit her son and wife, Mr. and 
Mrs. Gene Tompkins, and to 
greet her new grandson, Brent 
who was born December 31. 

BIRTHS: a son bom to Mr. 
and Mrs. William Poage; a 
daughter bom to Mr. and Mrs. 
Earl Schleuter; Marla Grace- 
lyn Johnson, daughter of Mr. 
and Mrs. Gordon Johnson; a 
son bom to Mr. and Mrs. Her- 
shel Parsons; a daughter bom 
to Mr. and Mrs. Donald Tee- 
garden. 

DEATHS: Mrs. Julia Gleason 
Johnson; Mr. Harry B. Best; 
Mrs. Callie Woodruff Lucas; 
Mrs. Sarah Mers McCord; 
Miss Anna Brown; 

30 years ago 

March 28, 1985 

Five members of a Law- 
renceburg, Indiana family 
walked away from the wreck¬ 
age of their single engine air¬ 
craft Sunday after it sputtered, 
then spun down into a clump 
of cedar trees on a Pendleton 
Co. hillside nearly a mile from 


Hwy 22 near the Bracken and 
Pendleton County border. 

The annual FHA-FFA 
Sweetheart Dance was held 
Tuesday evening March 19 in 
the gymnasium of Taylor Ele¬ 
mentary School. Chosen FFA 
Chapter Sweetheart was Sarah 
Pope and chosen FHA Chapter 
Beau was Joey Hamilton. 

Jenny Lou Cummins 
placed first in the Eighth Dis¬ 
trict, Kentucky Federation of 
Woman’s Clubs student con¬ 
tests in music. She will com¬ 
pete in the state contest to be 
held in Louisville in April. 

DEATHS: Mr. Floyd Corlis 
Meyer; Mrs. Eva Lee Hughes 
Polley; Mrs. Alma E. Lach. 

10 years ago 

March 31, 2005 

Pamela Pollitt was chosen 
as the March Winner of a beast 
pizza and 2 liter of pop donat¬ 
ed by Snappy Tomato Pizza as 
part of the Relay for Life team 
sponsored by The First Na¬ 
tional Bank of Brooksville. 

Octa Beckett celebrated 
her 85th Birthday with family 
and friends. 

BIRTHS: Katherine Grace 

Cearley, daughter of Michael 
and Ella Cummins Cearley; 
Ethan Matthew Jefferson, son 
of Matthew and Dr. Tara Jef¬ 
ferson; Chase Matthew Wil¬ 
son, son of Jim Wilson and 
Tara Day. 

DEATHS: Mrs. Nancy E. 

Doggett. 




mia -yomk 

Tabitha's Tidbits 
Compiled by 
The Bracken County 
Historical Society 
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Thai’s whal greal doctors like ours do. Through accurate diagnosis, swill inlervenlion and frealmenf, 
and follow-up care, our doctors don’l jus! help our palienls survive. Our doctors help Ihem Ihrive. 

In honor of Doctors' Day on March 301h, Harrison Memorial Hospilal will recognize Ihese physicians 
by making a donalion to Ihe Harrison Counly Food Panlry in Iheir names. 


ACTIVE MEDICAL STAFF 

Charles Allran, M.D. 
Stephen Besson, M.D. 
Lauren Blackwell, D.O. 
Derek Clarke, M.D. 

Greg Cooper, M.D. 
Palrick Crowe, M.D. 

Doug Crulcher, M.D. 
Shane Gainey, M.D. 
Gerald Harpel, M.D. 
Dwighl Lewis, M.D. 

Amy Mashburn, M.D. 
Stephen Moses, M.D. 
Brian Mulberry, M.D. 
Henry Norfleef, M.D. 
James Pelley, M.D. 
Brady Reid, M.D. 

Karl Schulslad, M.D. 
Andrew Usery, M.D. 


CONSULTING MEDICAL STAFF 

Timofhy Adkins, M.D. 

Naresh Anjur-Kapali, M.D. 
Richard Arnold, M.D. 

Leslie Asbury, M.D. 

Daniel Beineke, M.D. 

David Blandford, M.D. 

Allen Bond, M.D. 

Antonio Bosch, M.D. 

Anjum Bux, M.D. 

William Crowe, M.D. 

Anna Dela Cruz, M.D. 

Philip DeSimone, M.D. 

Gerald Eichhorn, M.D. 

Nezar Falluji, M.D. 

Victor Lawson, M.D. 

James Mallhews, M.D. 

James McCormick, M.D. 

Jewell Meade, D.M.D. 


Hamid Mohammedzadeh, M.D. 
Daniel Mongiardo, M.D. 

Timofhy Mulleff, M.D. 

Erika Music, M.D. 

Sonia Nair, M.D. 

Maria Pavez, M.D. 

Gilman Peterson, M.D. 
Raymond Reynolds, M.D. 

Eliza Roberfson, M.D. 

Jalil Shojaei, M.D. 

Maflhew Shofwell, M.D. 

Phillip Tibbs, M.D. 

Jonalhon Webb, M.D. 

A.C. Wrighl, M.D. 

ALLIED HEALTH 
PROFESSIONALS 
John Cook, PA-C 
Crista Crowdy, PA-C 


Dixie Davidson, PA-C 
Deborah Doyle, CRNA 
Amber Field, APRN 
Lindsey Florence, APRN 
Eugonda Fryman, APRN 
Kafhy Hammond, APRN 
Karen Keagle, APRN 
Jeannie Kilpela, APRN 
Marc Pawsal, DPM 
Sherri Sparkman, CRNA 
Jell Taylor, CRNA 


HMH 

Harrison Memorial Hospital 

a Regional Healthcare Facility 

www.harrisonmemhosp.com 
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The family of Larry “Butch” Sutton would like to 
express their gratitude for the love and support shown 
during the illness and passing of our love one. Whether 
it be thru phone calls, prayers, visits, text messages, 
cards and food your kindness will never be forgotten. 
Special thanks to Hospice of Hope faculty for the care 
they gave to Butch; to Homer Burton for his beautiful 
songs; Bro. Jackie McElfresh & Debbie for his beautiful 
service; Moore & Parker Funeral Home for all of their 
help and accommodations; Chatham Christian Church 
for the food, the meal preparation, the members who 
served and all of their love. 

To all of our family and friends “Thank you”. It is 
the community and the wonderful people who live in it 
who gets one thru such a hard time. We are blessed to 
have each and everyone of you in our lives. Thank you 
again from the bottom of our hearts. May God bless 
each and everyone of you. 

Gay Sutton 

Jeff, Lori, Kolton, Logan (& Kay lee Williams 
Kenny & Helen Teegarden 
Willie & Mary Nell Teegarden 
Terry & Michelle Teegarden 













Thoughts and Meditations 
from the Scriptures 


THE DIGNITY OF WORK 

As the unemployment rate ticks slowly down in 
this country, we should be thankful. In most European 
countries, unemployment rates are still above 10% and in 
Spain it is over 25% and nearly 50% for those under 25 
years of age. The ability to work and a job that matches 
our skills are great blessings. We all need to be useful, 
and when someone is deprived of this, they will almost 
certainly feel inadequate, or even downright useless. 
One thing which we can do when we are out of work, or 
even in our off hours after work, is to “sharpen the saw.” 
Sharpening the saw includes honing our current skills, 
but it should also include broadening our range of skills, 
i.e. learning some new skills. Sometimes, even with all of 
that, we still don't find work. Perhaps in that case, we need 
to create our own job. Childcare or baby-sitting jobs aren't 
just for teenagers. And perhaps investing in a lawnmower 
would get you work in your neighborhood. A friend of 
mine who was trained as a structural engineer and recently 
lost her job was not too proud to go to work cleaning 
windows and painting in people's homes. Eventually she 
went back to work as an engineer, but in the meantime she 
exemplified an important lesson. All work is dignified if 
it has value, and if people will pay for it, then it probably 
has value. So do your best to find work that matches your 
skill set, and remember to sharpen the saw when you can. 
- Christopher Simon 

All hard work brings a profit, but mere talk leads only 
to poverty. Proverbs 14:23. 




ST. JAMES CHURCH 

in Brooksville will be hosting their annual 
^ _ 

o 



Friday, March 27 th * 5-7 PM 

AND EVERY FRIDAY THROUGH LENT AT 

ST. JAMES PARISH HALL 

Menu Choice of : 

Fish & Shrimp, or Hot Dogs, Cole Slaw, 

Chips or Macaroni & Cheese, 

Hushpuppies, Bread, 


Drinks & Desserts 


Carry Outs Available 


COST: 
s 7 Adults 
*5 Children 





We will not be UNDERSOLD 
Drive a little and SAVE A LOT! 


Mobile Home Parts & 

STORM SHELTERS 


V 


Parts Store ONLY (606) 845-0761^ 


1160 W. Water Street • Flemingsburg, Kentucky 
www. doy lemobilehomes. com 

606-845-8601 • 606-845-0301 • 606-845-0526 


Visit us at: 

www.mcfarlandchevrolet.com 



MR. HABERMEHL 

Stanley P. Habermehl, 
89, of Augusta, passed away 
on Monday, March 23, 2015, 
at the Bracken County Nurs¬ 
ing and Rehabilitation Center. 
Born in Augusta on January 
5, 1926, a son of the late Fred 
and Anna Schadle Haberme¬ 
hl, he was a milwright, a 30 
years employee of Clopay 
Corporation in Augusta, an 
Army veteran of WWII, and 
a member of St. Augustine 
Church, Augusta. 

He is survived by one 
son, Stanley R Habermehl, 
Jr. of Augusta; one daughter, 
Kathy Linville of Augusta; 
two grandchildren, Aaron 
Linville and Shelby Linville, 
both of Augusta; and one sis¬ 
ter, Ruth Laycock of Augus¬ 
ta. He was preceded in death 
by his wife, Shirley Shepherd 
Habermehl; six brothers; and 
two sisters. 

Mass of Christian Burial 
will be held at 11 a.m. on Fri¬ 
day, March 27, 2015 at St. 
Augustine Church, Augusta, 
with Monsignor Dominc 
Fosu as celebrant. Interment 
will follow at St. Augustine 
Cemetery. Visitation will be 
held from 9 - 10:30 a.m. on 
Friday. Rosary will be at 10 
a.m. 

Meltcalfe-Hennessey 
Funeral Home served the 
family. Condolences may be 
left at www.mhfuneralhome. 
com. 


MR. McKAY 



Patrick J. McKay, IV, 61, 
of Maysville passed away 
March 22, 2015 at Mead- 
owview Regional Medical 
Center. Born October 10, 
1953 to Jane Stahl McKay 
and the late Pat McKay, Jr., 
he was a Mason County 
Commissioner, photographer 
at McKay’s Studio, Special 
Education Teacher at Augus¬ 
ta, KY and St. Patrick School 
Religion Teacher. He was 
a member of the Knights of 
Columbus, DeKalb Lodge, 
Moose Lodge, St. Patrick 
Church and KACo. 

He is survived by his 
wife of 31 years, Gayle H. 
McKay; two sons, Brent (An¬ 
gel) Curtis, Todd Curtis; four 
grandchildren, Carlee and 
Brady Curtis, Zoe and Ga¬ 
briel Curtis; his mother, Jane 
(Mama Jane) Stahl McKay; 
and eight brothers and their 
families, Mike (Cherri, Ja¬ 
son, Jennah, Caylan), Leo 
(Helen, Megan, Jacob), Joe 
(Patsy, Amanda, Sean), Vic¬ 
tor (Mary, Patrick, Caroline), 
Dan (Laresa, Luke, Maddy, 
Lacey, Daniel), Gerald (Julie, 
Allison, William, Victoria, 
Elizabeth), Dennis (Paul), 
Bernard (Zack) McKay and 
Phil Stanton; one sister and 
brother-in-law, June and 
Arnold Wolfe (Don Wolfe, 
Kena Rigdon, Amy Thomas); 
and special friends, Kelly, 
Sandy and Flynn Ashley. He 
was preceded in death by his 
brother-in-law, Chaplain Lt. 
Colonel Donald Hunter. 

A Memorial Mass will 
be celebrated on Thursday, 
March 26 at 11:00 a.m. at St. 
Patrick Church with Father 
Michael Comer as celebrant. 
Visitation will be Wednesday 
from 5-8 p.m., and Thurs¬ 
day from 10-11 a.m. at the 
church. 

In lieu of flowers memo¬ 
rial contributions are sug¬ 
gested to KY Gateway Mu¬ 
seum Center or The Knights 
of Columbus building fund. 

The Palmer Funeral 
Home of May’s Lick is serv¬ 
ing the family. Online con¬ 
dolences at www.palmerfu- 
neralhome.net. 


Deaths 


MRS. POE 

Bonnie Lou Poe, 53, 
of Augusta, died Saturday, 
March 21, 2015 at the Mead- 
owview Regional Medical 
Center in Maysville. Bom Oc¬ 
tober 31, 1961 in Maysville, 
a daughter of the late Wanda 
Joyce Nickerson, she was 
a former employee of the 
Federal Mogul Automotive 
Company in Maysville and a 
member of the Augusta Bap¬ 
tist Church. 

She is survived by her 
husband of 13 years, Phil G. 
Poe; one step-daughter, Kari 
Burton of Brooksville; one 
brother, Vicki Nickerson of 
Maysville; two sisters, Buffy 
(Randy) Blevins of Augusta, 
and Cindy Sasher of Lexing¬ 
ton; two step-grandchildren, 
Haylee Burton and Jasmin 
Burton; one niece, Sammy 
Jo Blevins; two nephews, 
Steven Nickerson and Brad¬ 
ley Gill; and several uncles, 
aunts, great-nieces and great- 
nephews. 

Services were held 
Wednesday, March 25, 2015 
at the Metcalfe-Hennessey 
Funeral Home in Augusta, 
with Bro. Rick Jones officiat¬ 
ing. Interment followed in the 
Mt. Zion Cemetery in Brack¬ 
en County. 

Memorials are sug¬ 
gested to the Mrs. Bonnie 
L. Poe Fund, c/o Metcalfe- 
Hennessey Funeral Home, 
PO. Box 145, Augusta, KY 
41002. 

Condolences may be 
left at www.mhfuneralhome. 


MRS. HARRISON 


com. 



MRS. LIPP 

Mary Lucille “Mom- 
Luc” Howard Lipp, 85, died 
Monday, March 23, 2015 
at Kenton Pointe Care Cen¬ 
ter. Born on May 7, 1929 to 
the late Claude and Mary 
McCann Howard, she was 
a member of Germantown 
United Methodist Church, 
Eastern Star, and was a Ken¬ 
tucky Colonel. 

She is survived by her 
children, Brenda Kay Cun¬ 
ningham of Germantown, 
William Dennis “Bill” Lipp, 

II, of Germantown, and Glo¬ 
ria Jean Commodore of Mi¬ 
nerva; eight grandchildren, 
James Robert Riley, Danny 
William Riley, Allen Dean 
Riley, Brandon Keith Ri¬ 
ley, William Dennis Lipp, 

III, Calvin Richard Denton, 
William DeWayne Denton, 
and Rebecca Jean Highfield; 
twenty-five great-grandchil¬ 
dren, and eleven great-great- 
grandchildren; two sisters, 
Gladys Thoma of AZ and 
Jane Stiddam of Portsmouth, 
OH; and one brother, Claude 
Howard of Brooksville. She 
was preceded in death by her 
husband, William Dennis 
“Dink” Lipp; and two broth¬ 
ers, Lundy Howard and Earl 
Howard. 

Funeral will be at 1 p.m. 
on Thursday, March 26,2015, 
at Palmer Funeral Home in 
Germantown. Burial will be 
at Maple Grove Cemetery. 
Visitation will be 6-9 p.m. 
on Wednesday at the funeral 
home. 

Memorials may be made 
to Hospice of Hope. 

Condolences may be sent 
to palmerfh.com. 


Lena Frances Harrison, 
81, of Fairfield, OH, passed 
away at her residence on Fri¬ 
day, March 20, 2015. Born 
in Bracken County, KY on 
November 28, 1933, the 

daughter of the late Willard 
Earl Miller and Nellie Fran¬ 
ces Konkright Miller Mc- 
Clanahan, she was employed 
in food service for Fairfield 
Schools for 20 years. 

She is survived by four 
daughters, Katherine (Mike) 
Ferneding of Ross, Linda 
Joyce Smith of West Chester, 
Norma June Boyd of Ross, 
and Wanda L. (Jim) Sorrell 
of Hamilton; one son, Robert 
R. Smith of Ross; one broth¬ 
er, Stephen (Karen) McCla- 
nahan; ten grandchildren; 
twenty-one great-grandchil¬ 
dren; and three great-great- 
grandchildren. She was 
preceded in death by her 
husband, James J. Harrison; 
two granddaughters, Rebec¬ 
ca Ferneding and Michelle 
Moore; three great grand¬ 
children; and two siblings, 
Donald Miller and Helen 
Parsons. 

Services were held on 
Tuesday, March 24, 2015, 
at Brown-Dawson-Flick Fu¬ 
neral Home. Burial followed 
at Butler County Memorial 
Park. 

Condolences can be 
made at www.browndawson- 
flick.com. 


Pte-Heed. 

Becaute Ifou Gate! 



Moore & Parker 

Funeral Homes & 
Cremation Service 
Brooksville Augusta 

735-2114 • 756-2101 

Maysville 

606-759-1111 
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MR. LUMAN 

Marlin Edford Luman, 
57, of Brooksville, died Fri¬ 
day, March 13,2015 at Mead- 
owview Regional Medical 
Center. He was bom August 
28, 1957 to the late Cecil and 
Jane Cooper Luman. 

He is survived by his 
three daughters, April Lu¬ 
man, Alexis Irwin and Amy 
Clemons; one son, Ashley 
Luman; and nine grandchil¬ 
dren, Austin Luman, Alisha, 
Natasha and Joshua White, 
Alizeah Luman, Makayden 
and Treyton Irwin, Ayden 
Luman and Camden Clem¬ 


ons. 


Palmer Funeral Home 
handled the services. Condo¬ 
lences may be sent to palm- 
erfh.com. 


MR. HAMILTON 

Donald Preston Ham¬ 
ilton, 85, of Brooksville, 
passed away Sunday, March 
15, 2015 at Maysville Nurs¬ 
ing and Rehabilitation Facil¬ 
ity. Born June 15, 1929 in 
Bracken County to the late 
John and Lydia Neal Ham¬ 
ilton, he was a former land- 
owner and farmer, a retired 
bus driver for the Bracken 
County school system, and 
a US Marine veteran of the 
Korean Conflict. 

Survivors include his 
grandchildren Lydia, Hunter 
and Holton Hamilton and 
daughter-in-law, Coletta 
“Bae” Brell Hamilton, all of 
Aberdeen; two brothers, Ben 
Hamilton and Melvin Hamil¬ 
ton, both of Brooksville; dear 
friends, Jeannetta and Rick 
Golden, and their daughter, 
Larissa of Brooksville; and 
a host of nieces and nephews 
including his nephew, David 
Hamilton, of Brooksville. He 
was preceded in death by his 
wife Nellie Hickle Hamilton; 
one daughter, Tammy Hamil¬ 
ton; one son, Donnie Wayne 
Hamilton; two sisters, Jew¬ 
ell Hamilton and Elizabeth 
Klee; and five brothers, Larry 
Hamilton, Herbert Hamilton, 
Wilbur “Webb” Hamilton, 
Neal Hamilton and Clarence 
“Booge” Hamilton. 

Services were held Fri¬ 
day, March 20, 2015, at Cha¬ 
tham Christian Church with 
Bro. Jackie McElfresh offi¬ 
ciating. Burial followed in 
the Hamilton Cemetery with 
full military honors provided 
by Augusta, KY VFW Post 
9535. 

Memorials may be made 
to the Chatham Christian 
Church or Hospice of Hope. 

Pallbearers were Holton 
Hamilton, Hunter Hamilton, 
Lydia Hamilton, Rick Gold¬ 
en, Jeannetta Golden, David 
Hamilton and Mike Hedges. 
David White and Debbie 
White will served as honor¬ 
ary pallbearers. 

Brell and Son Funeral 
Home in Maysville served 
the family. 




METCALFE-HENNESSEY 


ynN ERAL H O/tfg 


606 - 756-2270 


w. 


Cremation and Pre-planning available 


301 E. Fourth Street • Augusta, Kentucky 
www.mhfuneralhome .com 



NOW SERVING SHRIMP! 
Battered Icelandic Cod, 
Frog Legs,Homemade 
Hushpuppies, Cole Slaw, 
and Mac and Cheese, 
Bread, Drinks & Desserts 
Carry Outs Available 


ST. AUGUSTINE CHURCH 

IN AUGUSTA 


EVERY FRIDAY! 

FEBRUARY 20 th - MARCH 27 th 
5-7 P.M. O 

O 

St Augustine's 
School Cafeteria 


COST: 

*8 Adults 

*5 Children (12 & Under) 



o 


All proceeds will go to the PTO in support of the school with tuition assistance, books, and supplies. 
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On this Sun., Mar. 22 
morning, we had 52 to SS 
and 98 to worship service. 

Ron Foley brought our 
SS lesson ’’Unwelcome 
Visitors” (Bats ...not people). 
James 1:2-12. When we 
have persecution and 
underlying hardships, we 
need to persevere and remain 
steadfast in the Lord. 

Audrey McKinney 
(Mike’s mother) is celebrating 
a 90th birthday. A birthday 
celebration was held in 
her honor today. May God 
continue to bless you. 

Jane Nelson played ”I’ll 
Go Where You Want Me 
To Go” and ”Do You Know 
My Jesus”. Such a beautiful 
touch on those piano keys! 

Bro. Jackie’s message 
was on ’’The Temptation Of 
The Servant”. Matt. 4:1-11. 

We are missing one of 
our beloved members at 
Chatham...Butch Sutton. He 
is now with his Lord that he 
loved. Butch had faith and 
he knew that heaven was his 
home. He will be forever in 
our hearts. Prayers to Gay, 
Lori and all the family. We 
love you. 

Praying for: Doris 

Applegate (thyroid), Wayne 
Brockley (recuperating), 
Gay Sutton & family, Darryl 
Williams (test this week...has 
fractured pelvis), William 
Day (test), Ina Hedges 
(upcoming heart surgery), 
Betty McElfresh (home), 
Kathy England (heart), 
Jimmy & Judy Clos, Barb 
Wood (test), Rick Linville, 
Orie Thomas, Brenda 
McElfresh (back simulator 
placement), Dewey Harrison 
(back), little Logan Mullikin, 
Ronnie & Sharon King, Jake 
Colemire, Sandy Blevins, 
Karen Eckert, and all those 
on prayers list and always 
each other. 

Sympathy and prayers 
to the families of Donald 
Hamilton, James Combs, 
Bonnie Poe. May God be 
with you. 

We had 23 to Bible Study 
as Wayne Pendleton led us in 
’’After Death...What Then?” 
Appreciation to Sherry 
Henderson and Elizabeth 
Pendleton for the wonderful 
refreshments. After this, 
there were Easter bunnies 
helping to fill all the eggs for 
the Easter Egg Hunt on Sat., 
Mar. 28 at 2 p.m. at Chatham. 
Refreshments appreciated. 

Appreciation to Perry 
Poe for his kindness that 
he showed to Bro. Jackie 
this week. Perry, just keep 
that scanner on! One never 
knows what they may hear.... 
right Bro. Jackie? 

Sun., Apr. 5 - Son Rise 
Service at 7 a.m. Afterwards 
breakfast will be prepared 
by the men and served with 
a SMILE! Everyone is 
welcomed. SS and worship 
service will start at 9 a.m. 


OAKLAND CHRISTIAN 
by Barbara Browning 

Well, Spring is official 
now, so let’s pray for that 
warmer weather! 

We were blessed to have 
Dennis & Trish Moneyhon 
and family in our services. 
They told of the great work in 
Haiti. Several are planning to 
go on a mission trip in April 
to Haiti. It’s a great mission. 

’’Winter Jam” is this 
Saturday at Rupp Arena. 

”A Painting Duo” will 
be creating a very unique 
presentation in our worship 
service March 29. 

After March 29 worship 
services, is our annual Easter 
Egg Hunt. Bring a dish for 
our pot-luck noon meal. 
Each child is asked to bring 
one or two dozen prize or 
candy-filled eggs. (No 
peanut butter please). 

Our next Movie Night is 
April 10 featuring ’’birdie & 
bogey”. Eat at 6:30 then the 
movie. Come join us. 

Church Board meeting is 
April 1, 7 p.m. 

You are invited to a 
reception celebrating the 
60th Wedding anniversary 
of Charley and Dorothy 
Herron, April 12, at the Farm 
Bureau Building, Falmouth, 
2-4 p.m. 

Prayer concerns include 
Vicky King (vertigo), Sherry 
Fields, Chanis Cox, Zelma 
King, Mable Fields, Janice 
Bertram (hand), Pearlie 
Wright (broken hip), Laural 
Jane Gray, Virginia Wright, 
Kevin Hamilton, Pauline 
Jacobs, David Simons, 
Margie Logan, Dorothy 
Bertram, Laura Routt, Neil 
Brumley, Ruth Wood, Juanita 
Bentle, our shut-ins, our 
leaders, armed forces and 
our churches. Our sympathy 
goes to loved ones of Donald 
Hamilton and Dan Brewer. 

Youth/Palm Sunday 
at Concord United 

Methodist Church 

This Sunday, March 29th, 
is not only Palm Sunday, but 
also Youth Sunday at Concord 
United Methodist Church. 
During the worship service, 
the youth of the church 
will take on all of the roles 
traditionally held by adults. 
Some of these roles include 
being greeters, ushering, 
singing the choir special, 
scripture reading, prayer, 
and yes, even preaching the 
sermon! 

As a special blessing, 
the youth are going to also 
present to the congregation 
their interpretation of Jesus’ 
life from Palm Sunday up 
through the Passion of Good 
Friday. 

We invite everyone to 
come join us as we worship 
with these special activities 
on Palm Sunday and support 
our youth in their walk with 
The Lord! Sunday School 
begins at 10:00 a.m. followed 
by worship at 11:00 a.m. 
Hope to see you Sunday! 



6 am - 5 pm 

• Baked Ham 

• Roast Turkey & Dressing 

• Homemade Potato Salad 




k 


• Baked Beans 

Variety of Vegetables, 
Salads & Desserts 


Bring in your church 10 % 
bulletin and receive OFF! 


ter} 
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THE AUGUSTA 

606-756-2525 

109 Main Street • Call today for reservations 


Church News 


Family Easter 
Celebrations at 
Powersville Christian 

Everyone is invited 
to experience Easter at 
Powersville Christian 

Church this year. Friday 
night, April 3 at 7 p.m. we 
will have a Good Friday 
service. Then a family Easter 
Egg Hunt on Saturday, April 
4 at 11 a.m. There will be 
crafts and snacks as well. 
We will conclude on Sunday 
morning, April 5 at 10:30 
a.m. as we celebrate the 
resurrection of Christ. Join 
us! 


Spring Craft & 
Vendor Bazaar 
Saturday, April 11 

A Spring Craft and 
Vendor Bazaar will be held 
at the Maysville Church of 
the Nazarene on Saturday, 
April 11 from 9-3 p.m. 
The church is located at 
156 W. Maple Leaf Road 
in Maysville. There will 
be lots of homemade crafts 
and vendors from different 
companies. Lunch will be 
available with homemade 
baked goods! 


Satisfied to perform at 
Fifth Sunday Gospel Sing 



The Augusta Christian 
Church will be hosting an¬ 
other Fifth Sunday Gospel 
Sing this coming Sunday, 
March 29 at 6 p.m. The fea¬ 
tured group will be Satisfied 
from Aberdeen, Ohio. This 
talented family of Gospel 
singers is well-known and 
well-loved throughout our 
area. This group is com¬ 
posed of Brad Renchen, his 
wife Jamie, and their son, 
Malaki, and April Baldwin 
and her daughter, Isabella. 
They have been traveling 
as a family for fifteen years 
and love to share their tes¬ 


timony in word and song. 

There is no admission 
charge but a free-will of¬ 
fering will be received on 
behalf of Satisfied and their 
music ministry. There will 
be a time of refreshments 
and fellowship following 
the concert. 

For further informa¬ 
tion concerning this spe¬ 
cial program or for further 
directions to the building, 
call 606-402-1638 or 883- 
3390. Everyone is invited 
to come and enjoy an eve¬ 
ning of Southern Gospel 
Music. 


Cemetery Chapel 
Easter Events 

Cemetery Chapel 

Christian Church is having 
its annual Easter egg hunt 
on Saturday, April 4th at 
1:00 p.m. Bring a basket 
for collecting eggs and come 
join the fun. 

Sunrise Service is 
Sunday, April 5th at 7:30 
a.m. Breakfast will follow. 
Come join us in celebration 
of Christ's resurrection. 


NEW ZION BAPTIST 
by Sheril Fletcher 

Easter Sunrise Service 
will be on April 5th at 9:30 
a.m. 

Please remember in 
prayer Benny Bruin, Aubri 
Nelson, Della Bruin, Bill 
Brown, Pam Bruin, Gay 
Wynn, Riley Richardson, 
Josh Cummins, Danielle 
King and the Tackett family. 
Also remember to pray for 
our country and its leaders. 



with David Blandford, M.D. 


CAUGHT IN THE MIDDLE 


“Uveitis” is inflammation 
of the middle layer of the 
eye, called the “uvea,” which 
includes the iris (the colored 
portion of the eye); the ciliary 
body (which produces fluid, 
aqueous humor, inside the 
eye); and the choroid (which 
provides nutrition to the retina). 
While the most common 
type of uveitis involves 
inflammation of the iris called 
“iritis” (anterior uveitis), there 
are many types of uveitis, 
each of which is classified by 
where the inflammation occurs 
in the eye. Causes of this eye 
inflammation often remain 
unknown and often occur in 
healthy people. In other cases, 
an underlying autoimmune 
disorder or infection may be 
the cause. Symptoms, which 
include blurred vision, floaters, 
and eye pain, warrant an 



immediate eye exam. 

Uveitis can be serious, 
leadingtopermanentvisionloss. 
Early diagnosis and treatment 
are important to prevent the 
complications of this condition. 
At KENTUCKY EYE IN¬ 
STITUTE, we will explain 
all options available to you, 
and we can help you make the 
right decision for your specific 
eye health care situation. Call 
606.759.7883 or 800.658.7282 
and schedule an appointment. 
Your eyesight is priceless! 
We’re located 1937 Old Main 
St., Suite 1, Old Washington. 
We specialize in “EYE CARE 
FOR ALL AGES.” 

PS. If left untreated, 
severe cases of uveitis can 
potentially lead to cataracts, 
fluid in the retina, glaucoma, 
retinal detachment, or vision 
loss. 

KENTUCKY 

EYE 

INSTITUTE 


David L. Blandford, MD 

Eye Surgeon & Physician 


1937 Old Main St., Suite 1, Maysville 

606/759-7883 or 800/658-7282 

1401 Harrodsburg Rd., Suite B-75, Lexington 

606/278-9393 or 800/432-9278 


BROOKSVILLE 
CHRISTIAN 
by John Elfers 

In the Book of John, 
Jesus says "I Am The Good 
Shepherd” and that's where 
Ron continued his "I Am” 
series Sunday morning. 
Besides being the Good 
Shepherd, Jesus also tells 
us in scripture 1. No one is 
good except God alone, 2. I 
know my sheep, my sheep 
know me, 3. There shall be 
one flock, and one shepherd. 
So as Christians, we should 
work together as one flock, 
know the Shepherd's voice, be 
grateful for His sacrifice, and 
trust the Good Shepherd. 

Please remember that 
all of our church activities 
are handicapped accessible. 
If you enter the center door 
in the rear of the building, 
an elevator will take you 
upstairs to the worship area, 
or you can go right, into the 
office and fellowship area 
steps free. 

Sun., Mar. 29 at 1:30 p.m. 
is the Community Easter Egg 
Hunt at Bracken Co. Middle 
School. 

Community Sonrise 
Service on Easter Sunday, 
Apr. 5 is at 7 a.m. followed 
by breakfast. 

For any questions, 
comments, or prayer 
requests contact Ron 606- 
782-2731 or youth minister 
Shane 606-375-8419 or 
email: Brooksvillechristian 
church@windstream.net. 

PRESBYTERIAN 

POTPOURRI 

by Les Grooms, pastor 
Augusta Presbyterian 

It is hard to believe 
that Easter is almost here. 
I ordered Easter lilies and 
Palm branches this past 
week. Easter lilies are 
displayed in the church in 
memory of loved ones. The 
palm branches are used on 
Palm Sunday by the children 
who do the procession of the 
palms. 

We started a new lesson 
series in adult Sunday School 
this week. It is written by 
John Ortburg who also wrote 
the book If You Want To 
Walk On Water, You Have 

To Get Out Of The Boat . 

Lenten services contin¬ 
ued last week when we 
convened in the United 
Methodist Church. We had 
a nice crowd. Paul and Vidie 
played the music, and Susie 
Hargett led the singing. 
Charles Clos, the United 
Methodist pastor, had a 
thoughtful message and the 
food that was served after the 
series was very good. 

Monday night is Soup 
Supper. 

Wednesday there is 
the Lenten service in the 
Presbyterian Church. The 
Parkview is serving the 
entree and we will be serving 
the drinks and desserts. 

Friday I will be at the 
church from 10-12 noon to 
man the food bank. 

We had 53 present for 
worship Sunday. Millie 
Bush was the liturgist, Susie 
Hargett led the singing, 
Shirley Gallenstine did a 
wonderful special song, 
and Shelby England had 
children’s church. Next 
week Susie Hargett will do a 
special Palm Sunday song. 

Don’t forget that the Food 
Bank is open on Monday 
evening from 3:30 to 6:30 
and on Friday morning from 
10-12:00 noon. We are here 
to help. 





Fairview Christian Church 


EASTER EVENTS 

Fairview Christian 
Church would like to 
invite you to our Maundy 
Thursday services. We will 
be presenting a live drama of 
“The Last Supper” on April 
2nd at 7 p.m. 

As the circumstances of 
Holy Week continue to grow 
dark and intense we pick up at 
dinnertime as we view Jesus 
and His disciples gathered 
together for a meal - their 
final meal together. Jesus had 
full knowledge of what was 
about to happen, and right 
before Judas reveals himself 
as the betrayer, right before 
all the events leading up to 
the crucifixion, He decides 
that His last command to His 
disciples - His friends - is to 
love one another. 

Join us in remembering 
the last supper and the great 
love of Christ this Holy 
Week. 

Our annual Easter Egg 
Hunt is on Saturday, April 
4th beginning at 10 a.m. and 
ending around 12 noon. 

Sunrise Services are 
April 5th at 6:30 a.m. and 
our special guest speaker is 
Evan Meyer. As always we 
will be having a big breakfast 
after. Also be sure to join us 
for Sunday School at 10 a.m. 
and morning worship at 11 
a.m. 

GREETINGS FROM 
ST. JAMES 
by Caroline Jefferson 

This Sunday, March 
29, all area churches will 
be celebrating Palm Sunday 
liturgies leading to Holy 
Week that commemorates 
the events of Jesus’ final days 
of the Last Supper on Holy 
Thursday, His Passion and 
Death of Good Friday and 
His glorious Resurrection 
on Easter Sunday morning! 
This Thursday, March 26 is 
the final Lenten opportunity 
to receive the Sacrament 
of Reconciliation from 
6:30 until 7:30 PM. The 
following Thursday, April 2, 
Msgr. Dominic will celebrate 
the Holy Thursday Mass at 6 
PM at St. James and Good 
Friday Services will begin at 
2 PM. 

Also this Sunday is 
Commitment Sunday for the 
Confirmation Class students, 
Kelsey Hitch, Alexis 
Reed, Max Millboum, Gus 
Waymeyer and Matthew 
Dice. Bishop Roger Foy swill 
confirm these five candidates 
on Tuesday, May 26, and 
we ask that you pray for the 
Holy Spirit to guide these 
young people throughout 
their lives! 

Winner of this week’s 
$100 Raffle was Ms. Betty 
Bay! Congratulations! On 
Friday, March 27, we will 
have our final Lenten Fish 
Fry from 5 until 7 PM in the 
Parish Hall. After Easter, 
make up dates for the two 
cancelled fish fries are April 
10 and April 17. Blessings 
to all for a meaningful and 
rewarding Holy Week ahead. 



FARMERS MUTUAL INSURANCE 

of Mason County 


• Homeowners • Farm Properties • Mobile Homes 
• Churches • Commercial Buildings 



Contact Your Local Director 
for Service 

Ol 


Ted Colvin 

Bracken and Pendleton 

747-5945 

Bill Stitt 

Mason, Robertson 
and Bracken 

724-5814 

m m 
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•—■ 


1718 US 68 South • Maysville, KY 

606-759-5252 or Toll Free 800-759-9618 
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April is Child Abuse 
Prevention Month 

There will be a Proc¬ 
lamation reading declaring 
April 2015 as Child Abuse 
Prevention Month on Tues¬ 
day, April 7th. The reading 
will be held at 12:45 p.m. on 
the front steps of the Brack¬ 
en County Courthouse by 
District Court Judge Frank 
McCartney. The purpose is 
to increase the awareness of 
child abuse and its effects on 
children and families from 
generation to generation. All 
community members are in¬ 
vited to attend. Together we 
can make a difference. 


Woodmen ]i 
EWorld 

Woodmen of the World Life Insurance Agency 

• Life Insurance ‘Annuities • IRAs 


Gary W. Hay, FICF 

Field Representative 

859-620-2881 


Insurance Protection • Financial Security 



Bauer to celebrate 
90 th Birthday 



On Saturday, April 4, 
2015 Jacob Bauer, Jr. will 
be celebrating his 90 th Birth¬ 
day. In honor of his birthday, 
his family will be hosting an 
Open House from 1-4 p.m. at 
the Bracken County Senior 
Center in Brooksville. They 
are inviting all of his friends 
and family to come by and 
help “Jake” celebrate a very 
Happy 90 th Birthday. No 
gifts please, your presence is 
all that is requested. 



_ 


Ninety-eight Years of Change: One 
man’s view on how to survive them 



On March 26, 2015, a 
well-known Bracken County 
man, Glen Littleton, will cel¬ 
ebrate his ninety-eighth birth¬ 
day. Ninety-eight years brings 
a lot of changes in ones life 
and country. Everyday the 
morning brings dire threats 
from terrorists and other dis¬ 
gruntled peoples or often news 
that a great medical break¬ 
through has been discovered. 
This is not meant to be a life 
story or a history lesson, but 
a moment for reflection about 
how country and life events 
affect us. Mostly it is about 
how changes, both good and 
bad, help us grow as a nation 
and a people, as depicted in 
one man’s life. Glen was bom 
in 1917 at the foothills of the 
Appalachian Mountains near 
Morehead, KY. Since then, 
our country has endured and 
enjoyed remarkable changes 
through inventions, wars, and 
evolutionary thoughts and be¬ 
liefs. 

When Glen was less than 
two weeks old, on April 2, 
1917, Woodrow Wilson asked 
Congress for a declaration of 
war on Germany. Times were 
hard, but survival was made 
easier with the help of family, 
so Glen’s family moved from 
Morehead to Carter County 
to be near his mother’s par¬ 
ents. Because the country 
was stmggling, most people 
were having a hard time, but 
when Glen was only eight, his 
mother died suddenly. Glen’s 
father tried to keep Glen and 
his three sisters with him, but 
reluctantly sent the girls back 
to Morehead to live with ex¬ 
tended family. This was a 
common practice at the time, 
for lack of established social 
services that could help fami¬ 
lies in crisis. Once the crops 
were completed, Glen and 
his father rejoined the girls in 
Morehead. 

By the time Glen was 
13, the country was deep in 
the Great Depression. As was 
the custom in those days, he 
and his older sister worked 
hard helping their father with 


farm chores and crops. They 
were young, but could work the 
mules or milk cows by hand, or 
help preserve the garden veg¬ 
etables. There was little time for 
organized sports as children en¬ 
joy today, but they would have 
an occasional neighborhood 
ballgame in some farmer’s field. 
On rare occasions, his family 
went to Morehead for a movie, 
but travel in the rural area was 
difficult because roads were not 
good and money was in short 
supply. As a teenager, he rode 
his mules or walked most plac¬ 
es. He recalls his future father- 
in-law even taking the voting 
ballets from Cranston to More¬ 
head on horseback. Some years 
later, he took a tobacco crop by 
wagon and mule, from More¬ 
head to Maysville up Highway 
32, which was still gravel at the 
time. Later a new president, a 
New Deal, and improved roads 
changed lots of things. Glen re¬ 
calls seeing his first motorized 
car coming down the dirt road, 
making a strange noise. There 
were only black curtains on the 
side windows of the Model T 
Ford, making it difficult to see 
the driver. Glen recalls think¬ 
ing it was moving by itself. 
He has since owned many cars 
from Model Ts to the now Ford 


Edge. 

As new laws, new govern¬ 
ments, and new inventions made 
life better, Glen’s family pur¬ 
chased land and increased farm 
production. But in 1939, world 
events again made dramatic 
changes as he registered for 
the draft in WWII. Meanwhile, 
Glen had married the love of 
his life, Sabra Blevins in 1940. 
They soon had their first child. 
Also, he was a full fledged farm¬ 
er with several acres and numer¬ 
ous animals in his care. During 
this war, farmers were needed 
at home to keep the country 
fed, so Glen was low on the 
draft list. Hard times again had 
beset America and her people, 
but Glen was fortunate in some 
ways. Being scarce, gasoline 
and other products were pur¬ 
chased through a government 
established point system. Since 
Glen’s farm production provid¬ 
ed him with an ample amount 
of points, he was never without 
gasoline, but he saw many of his 
neighbors reduced to walking 
for lack of gasoline purchasing 
power. Glen was preparing to be 
drafted as the war escalated, but 
it soon ended with the atomic 
bomb. 

Good planning, persever¬ 
ance and a strong sense of pride 


in his values always brought 
Glen through rough times. He 
never liked to take the easy 
way out. Giving the example 
of being offered a loan instead 
of a job during one difficult 
time, he declined the loan and 
informed the man gratefully, 
“I’m not asking for money, 
I’m asking for a job.” 

Time has brought many 
more changes, the Civil 
Rights movement, assassina¬ 
tions, black and white TV to 
digital, trips to the moon, in¬ 
vention of computers, bomb¬ 
ing of the World Trade Cen¬ 
ter, more wars, our first black 
president and much, much 
more. Whatever the outcome 
of these events, they have 
all been life altering in some 
way, good or bad. 

How does one survive 
such change? Glen attributes 
his long, healthy and happy 
survival to several things. 
First is his deep trust in God. 
“Stay focused on your own 
path in life and don’t envy oth¬ 
ers. Don’t follow the ‘ways of 
the world’ they will lead you 
astray. Work hard. You can’t 
plow a field by turning it over 
in your mind. Be honest. You 
should give a fair days work 
for a fair days pay and be on 
time. This shows respect for 
yourself and others.” He leads 
a regimented lifestyle, eating, 
sleeping, rising, working, and 
worshipping on a regular time 
schedule. He is nearly always 
early wherever he goes. 

Glen still resides, with his 
dog, Sam, in his home on Per¬ 
kins Ridge in Bracken Coun¬ 
ty. He enjoys a healthy, active 
life, visiting his friends at the 
Senior Citizen facility, travel¬ 
ing to Morehead frequently 
to visit Sabra at the cemetery 
and attend the Primitive Bap¬ 
tist Church, where he has been 
a deacon for many years. Glen 
leads a life of noble simplicity, 
gracefully accepting changes 
and its experiences that have 
brought his life to the wonder¬ 
ful place it is today. Your past 
leaves an imprint. 

Submitted 


EASTER DEALS 


Sales Starts Mon., Mar. 30 th 
Thru Sun., April 5 th 
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LEE’S 

117 E. MIAMI ST. 
BROOKSVILLE, KY 

606-735-2123 

HRS: Mon-Sat 7am-9pm, Sun. 8am-9pm 



rr 


We are not responsible for any typographical 
errors & reserve the right to limit quantities 


K’S 

201 HRF BLVD. 
AUGUSTA, KY 

606-756-2145 

HRS: Mon-Sat 8am-9pm, Sun. 9am-7pm 


Club News 


TRIPLE RIDGE 

Seventeen members 
of the Triple Ridge 
Homemakers met on Tues., 
Mar. 10 at the home of Ina 
McCord in Brooksville. 
They were all anxious to see 
Ina's new home. Pres. Judith 
Richards called the meeting 
to order and then all enjoyed 
a delightful meal prepared by 
the hostess. 

After the meal and all 
with full stomachs they 
began their meeting with the 
pledge to the flag. Roberta 
Shepherd read the inspiration 
on ’’Springtime”. Just what 
everyone was wishing for. 
Margarette Carl read the 
thought for the month and 
then all answered roll call 
by naming a famous Irish 
person. Several were named 
and some even named their 
parents with last one being 
Sweeney. Dispensed of the 
minutes and Brenda Welte 
gave the treas. report. 

Janie Appelman told of 
delivering a gift to Carolyn 
Wehling who has done so 
much for this club. 

Discussed International 
Night. Each paid their fee for 
the event. A card was signed 
for Edie Flaugher who was 
absent and missed by all. 

Pres. Richards discussed 
many of the county events 
coming up and things club 
members were responsible 
for. Items were collected for 
Women’s Crisis Center. Edith 
Ulrich will deliver these. 

We talked of the 
celebration planned for 
100 yrs. of the courthouse. 
Council will take care of this 
event June 13, 2015. 

Plans are being made 
for Community Day. Tours 
are being set up and displays 
planned. Workers are needed. 
Don't forget the Farmers 
Breakfast Mar. 25. Margarette 
had the program for the month 
which consisted of many 
questions and answers as 
Irish water for life/whiskey: 
Rural Route in Ireland; and 


the party Shamrock. We 
discussed what to do on the 
summer outing. Ranking 
first place was to find a good 
place to eat! This is the most 
satisfying trip for this group. 

Schedule was announced 
for future meetings. 
Hostesses with different 
times were: Karen Sweeney 
in Apr. at 1:30; Millie Bush 
in May at 11:30; Judith 
Richards in June at 12:30. 
June is month of Show & Tell 
and July we eat somewhere. 
Can you imagine how many 
in this club will remember 
these dates! Good thing we 
have Amy Fry to call us 
the day before to remind us 
about what our brain has 
forgotten! 

There being no further 
business, meeting adjourned. 
Before leaving everyone 
enjoyed looking at all the 
quilts Ina had made. 


Clothing Drive to be 
held for the children 
of Bracken, Fleming 
and Mason Counties 

CASA is hosting a 
clothing drive for the chil¬ 
dren of Bracken, Fleming, 
and Mason Counties during 
the month of April. NEW 
children’s clothing, sizes 
newborn and up, are being 
accepted at the Cabinet for 
Health and Family Services, 
Monday-Friday from 8:30 
a.m. to 4 p.m. They are lo¬ 
cated in Bracken County at 
753 Brooksville-Powersville 
Road, Brooksville; Fleming 
County at 101B Clark Street, 
Flemingsburg; and in Mason 
County at 201 Government 
Street, 2nd floor, Maysville. 


AUCTION NOTICE 

Cross the Ohio River at Maysville, go West 
on Rt. 52 to Ripley, OH. 

Sun., March 29th • 10:00 a.m. 

Buying or Selling, Call Today! 

NEW BUILDING SUPPLIES 
Kubota 4x4 & Zero Turn Diesel (Both Very Nice) 
- Tools - Many Other Items 
Watch Web Site or Call - Special Pay Terms 

Towler’s Auction Service Inc. 
513-315-4360 
Randy Myers, Auctioneer 
Towlersauctioninc.com 



Let Us Help You With Your 

GRJIGE N EEDSr 




STORAGE BUILDINGS IN STOCK, READY FOR DELIVERY. 



TrueBUgg-T?: 


Since 1991 

3 1/2 miles SE of Flemingsburg, Ky. 
on Rt. 32 (next to the Fast Track Shell) 

606-845-0540 • 


BARNS 


800-710-4822 


Quality is our Goal! 

Ask For Sam Yoder or Dan Esh 


www.trubuiltbarns.com 
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National Ag Day celebrated in Miss Hitt’s 
third grade classroom at Augusta 



Pictured in order with Louise Moneyhon, Ina McCord, Betty Newman, and Ron Nadicksbernd, are Miss Hitt and her 3rd 
grade class. Members include Landen Blevins, Graison Clark, Kylan Hinson, Alex Holt, Jesse Johnson, Cullen Jones, Amy 
Kearns, Will Kelsch, Khloe Lippert, Mariah Niemeier, Raylee Saunders, Tyler Scott, Owen Teegarden, Noah Tharp, Joshua 
Tucker, Deven Wachter, Madisonn Wenz, Mariah Carpenter, and Charles Buckler. 


Remember the quote: 
“An Apple For The Teach¬ 
er” and when we young 
students did take a shiny, 
red apple to our new 
teacher? Apples and the 
visiting of an apple or¬ 
chard was the subject of 
the Bracken County Farm 
Bureau Women’s Commit¬ 
tee members, Louise Mon¬ 
eyhon, Chair, Ina McCord, 
Co-Chair, and Betty New¬ 
man, as they visited Miss 
Hitt’s 3rd grade classroom 
at the Augusta Indepen¬ 
dent School. They were 
there to celebrate the 42nd 
National Ag Day, March 
18, 2015. They were as¬ 
sisted by Ron Nadicksber¬ 
nd, local owner/operator, 
with his wife, Jodi, of the 
Hillside Country Orchard 
located at 4979 AA High¬ 
way North, in Foster. 

They read the Ameri¬ 
can Farm Bureau Founda¬ 
tion for Ag Book of the 
Year, “The Apple Orchard 
Riddle” by Margaret Mc¬ 
Namara. This educational 
ag book tells the story of 
the teacher, Mr. Tiffin, as 
he takes his students on a 
field trip to Hill’s Apple 
Orchard and asks them to 
solve this riddle, “Show 
me a little red house with 
no windows and no door, 
but with a star inside”. On 
their field trip, these stu¬ 
dents learn of the differ¬ 
ent varieties, how they are 
picked, how cider is made, 
and the operation of the 
apple peeler used in pies 
and cakes, all the while 
trying to solve the riddle. 

Miss Hitt’s students 
enjoyed activities of apple 
characteristics of where 
apples are grown in the 
United States. Louise and 
Ina presented the book 
along with the Educator’s 
Guide to the school li¬ 
brary. 

Mr. Nadicksbernd ex¬ 
plained his own operation 
that began in the spring 
of 2002 as 100 trees were 
then planted. Today, he 


and his wife have approxi¬ 
mately 400 trees which bear 
28 different varieties. They 
opened their Country Store 
in 2006 and currently sell 
crafts, gifts, local products, 
specialty food items, their 
fruits, ice cream, and a vari¬ 
ety of snacks. Tours are also 
offered. 

The event was in con¬ 
junction with KY Ag Liter¬ 
acy Week of March 15th to 
March 21st, 2015. 

The operations and 
functions of the Farm Bu¬ 
reau Organization and of the 
Women’s Programs and Ac¬ 
tivities were also explained 
by the ladies with the help of 
“Freddie Farm Bureau”. 

Refreshments of apple 
cider, apple fritters, dried 
apple slices from the Coun¬ 
try Store and ice cream and 
bottled water were enjoyed. 


Each student and Miss Hitt 
were given a “Gala” apple 
from K’s IGA in Augusta. 

Reflections of love 
and friendship from this 
3rd grade class of a former 
classmate, Miss Savannah 
Grace Hurst were shared as 
they remembered she, too, 
loved apples! “Miss Gracie” 
lost her courageous battle 
with a rare pediatric cancer 
on March 5, 2015. 

Each student received 
an educational bag contain¬ 
ing apple related materials 
and supplies compliments 
of the Bracken County Farm 
Bureau, Kentucky Farm Bu¬ 
reau Federation, American 
Farm Bureau Federation, 
Apple Products Research & 
Educational Council, U. S. 
Apple Association, Shannon 
Smith, Bracken County Co¬ 
operative Extension Agent 


for Family & Consumer 
Sciences and SUDIA, the 
Southeast United Dairy In¬ 
dustry Association. 

This Women’s Com¬ 
mittee greatly appreciates, 
Miss Hitt, Robin Kelsch, 
Principal, and staff and Ron 
Nadicksbernd for their par¬ 
ticipation and their assis¬ 
tance in helping to present 
this ag activity and showing 
their citizens of tomorrow 
the important and necessary 
role of apples in our food 
supply and of the American 
Farmer for his important 
role of the production of this 
nutritious fruit which are 
grown in every state. 

And the answer to the 
riddle: solved by student, 
Tara, as she handed the 
teacher, Mr. Tiffin, a round, 
red apple from the orchard. 
It was red, with no windows 


and no door and she ex¬ 
plained it was a house as 
she had found a tiny worm 
burrowing into it. And the 
star was found when Mr. 
Tiffin cut the apple in half, 
right across the middle 
exposing its five pointed 
star! 

Ina and Louise have 
dedicated this agricultural 
presentation in memory of 
Board Director, Damian 
Thomas Smithers, as he 
served as County Young 
Farmer Chairman, Ken¬ 
tucky Farm Bureau Young 
Farmer Committee Mem¬ 
ber and held several offic¬ 
es in District #9. His love 
and his dedication of agri¬ 
culture and of young farm¬ 
ers, future farmers, and 
even youth in general were 
very important to him. 
Submitted by Louise Moneyhon 


Martin Tours 
One Day Trip 

Reservations are now 
being taken for a one day 
trip with Martin Tours to 
the Red Bam Convention 
Center at Winchester, OH. 
on Saturday, July 25 with 
leader Ina McCord. Group 
will stop on the way for a 
meal. An evening show will 
feature singer David Wayne 
who provides music for all 
occasions (country, gospel, 
rock), also the Cantrill 
Family Bluegrass and the 
Masters Three Cloggers. 

Transportation is by 
Bluegrass Tour Bus. Bus will 
pick up at the Farm Bureau 
building in Brooksville at 
4:30 p.m. and return at 11 
p.m. Show time is 7 p.m. 
Cost is $49 for transportation 
and the show tickets. Final 
payment is due by June 
15. Send payment to Ina 
McCord, 110 Corlis Ave., 
Brooksville, KY 41004 or 
to Martin Tours, 2008 Arden 
Ct., Mt. Juliet, TN 37122 or 
call Ina to sign up for the trip 
at 606-782-1890. 


EKU announces Fall 
2014 Dean’s List 

Eastern Kentucky Uni¬ 
versity has announced that 
3,255 students earned Dean’s 
List honors for the Fall 2014 
semester. 

The List includes: Claire 
Laycock of Augusta, Alyson 
Crawford, Alicia Gilbert, 
Amanda Sizemore, Alexis 
Wagner, and Jordan Wills, all 
of Brooksville, Alison Hale 
and Victoria Wiseman, both 
of Foster, and Leah Gibson 
and Connor Rigg, both of 
Germantown. 
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CarolJean- 
Flowers 




Aemte/i/ 


Call Us for ALL 
of Your Flower Needs 


481 Moody Drive 
Maysville, KY 41056 

606-564-6836 


March 26 th Crossword Puzzle 


CLUES ACROSS 

1. Cycles/second 
4. Fit for cultivation 
10. Saami 

12. Perceived scent 

13. Liberal rights 
organization 

14. Female flying 
fighters 

15. Durham school 

16. Ancient Scand. poet 
18. Charitable 

performances 

20. Siddhartha author 
Hermann 

21. Letter destination 

22. P.S. Buck’s Pulitzer 

25. Feel regret 

26. Initials of e = MC2 
author 

27. From a distance 
29. Cronies 

31. Forty 

32. Printing speed 
measurement 

33. Nutty spread 

40. White seedless grape 

41. Hillsides 

43. Inflammation of 
a bursa 

44. Artery 

45. Nail polish brand 

46. A routine that is 
hard to escape 

47. Indigo plant 

48. Owners 

50. Animal fluids 

51. Mustelid in its 
white winter coat 

52. Communist 

CLUES DOWN 

1. Come into conflict 

2. A collection of things 
wrapped together 

3. Bath spatter 

4. Gunsmoke actress 



Blake 

5. Direct to a source 

6. Cartoonist Capp 

7. Somewhat blue 

8.40 weekday periods 

9. El Dorado High 
School (abbr.) 

11. Heartbeat 

12. Brit, rutabaga 

17. Angle (abbr.) 

18. Said as a greeting 
or wish 

19. Festivals 

23. Rita_, singer 

24. Belonging to us 

27. Skating jumps 

28. Building at 175 
5thAve. 

29. Parts per billion 
(abbr.) 

30. Atomic mass unit 

32. Old Spanish 
currency (abbr.) 

33. Insistence on 
traditional correctness 


34. PBS wildlife show 

35. Measuring blocks 

36. Don’t know when yet 

37. Ancient city from which 
St. Paul first sailed 

38. Breadwinner 

39. Go to bed 

40. Highest in degree 
or quality 

42. Tossed, potato or waldorf 

43. The trunk of a tree 
49. Yes in Spanish 


Answers to 3-19-15 puzzle. 



Mammography 
Screenings set 
for Thurs., April 2 nd 

Mobile Mammography 
Screenings will be held at the 
Bracken County Extension 
Office on Thursday, April 
2nd from 10 a.m. to 5 p.m. 

The screenings are 
covered by Medicare, Med¬ 
icaid, and most insurance 
companies under the follow¬ 
ing guidelines: Ages 35-40 
Baseline Screening; Over 40 
an Annual Screening. Fund¬ 
ing available for the unin¬ 
sured thanks to a generous 
grant from the Susan G. Ko- 
men For The Cure - Lexing¬ 
ton Affiliate. 

To sign up call 859-655- 
7400. 

Bracken County 
Farm Bureau 
scholarship 
applications 

Bracken County Farm 
Bureau will award four $500 
scholarships for the upcoming 
2015-2016 school year. 
Scholarships will be awarded 
to members of Farm Bureau. 
Parents or Legal Guardians 
must be a member of Farm 
Bureau in Bracken County. 
Recipients must be full-time 
students and a graduating 
high school senior. They must 
attend a college or university 
in Kentucky. 

Deadline for the 
application is April 24, 
2015. All applications must 
be turned into the Farm 
Bureau Office by this date. 
Applications are available 
at the Farm Bureau Office 
in Brooksville. For more 
information call the Farm 
Bureau Office 735-2408 
or Ina McCord, federation 
secretary, 782-1890. 


KNOEBEL 

&VICE 


William G. Knoebel 

Attorney and Counselor at Law 


Social Security 
Divorce and Family Law 

Workers Compensation 

The offices of KNOEBEL & VICE provide 
experienced and affordable representation in matters 
involving Social Security Disability, Auto Accidents, 
Divorce, Family Law, and Workers Compensation. 


Call today for an appointment! 

606-564-0037 


24 W Third Street • Maysville, KY 41056 

This is an advertisement 


tfc. 


BLUEGRASS BARNS 

BUILT STRONG TO LAST LONG 


“Quality Storage Where you Need It, In Your Own Yard” 
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10’X 16’ Lofted Bam 



10’X16’Garden Shed 



12’X24’ Garage 
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ALL EXTERIOR WOOD PRESSURE TREATED 

(Siding, Trim, Flooring, Floor joists & Runners) 

No Rotting - No Insect Damage 

BUY OR RENT - TO - OWN 

Call For FREE Brochure 


4637 Hwy. 62 East • Cynthiana • 859-388-4844 
or 606-307-8051 
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Sunday, April 5 th 

11 am-2 pm 


Fried Chicken 
j Roast Beef 
Glazed Ham 
Mac & Cheese 
Green Beans 
Mashed Potatoes 
Q Salad & Rolls 

Reservations Recommended 


^95 


Reserve the Cafe for 
Special Occasions! 

•Weddings 
• Class Reunions 
• Birthdays 

• Anniversary 3670 Smith Road (Just off AA Highway) 

• Meetings and Etc. 859 - 448-0205 



COMMONWEALTH OF KENTUCKY 
BRACKEN CIRCUIT COURT 
CIVIL ACTION NO. 14-CI-00089 

U.S. BANK TRUST, N.A., AS TRUSTEE PLAINTIFF 

FOR LSF8 MASTER PARTICIPATION TRUST 

VS. 

ADAM REED, A/K/A WILLIS A. REED, ET AL DEFENDANT 

•k'k’k'k'k'k’k’k’k’k’k’k’k'k'k'k'k’k'k’k’k’k’k’k’k'k'k'k’k'k'k’k’k’k 

NOTICE OF SALE 

In obedience to a Judgment and Order of Sale entered in the above styled action, I will, 
as Master Commissioner of Bracken Circuit Court, proceed on 

Friday, March 27, 2015 
at 

10:00 A.M. 

IN THE LOBBY OF THE BRACKEN COUNTY JUSTICE CENTER 
BROOKSVILLE, BRACKEN COUNTY, KENTUCKY 

to sell the hereinafter described tract of real estate and any improvements thereon. This 
sale is to satisfy a Judgment and Order of Sale in favor of U.S. BANK TRUST, N.A., AS 
TRUSTEE FOR LSF8 MASTER PARTICIPATION TRUST against the Defendants herein 
in the principal amount of $92,134.84, plus accruing late charges and interest at the rate 
of 9.84% per annum beginning April 1, 2012 until paid, together with amounts for late 
fees and assessments, advancements for the protection of the property, taxes and insurance, 
escrow advances and reasonable attorney fees of $1,700.00, insurance premiums and court 
costs incurred herein. The real estate to be sold is described as follows: 

TRACT I: Beginning on Frankfort Street, at Yates Lot, thence in an easterly direction, 
with Yates Lot south line 71 feet to a stake, thence southerly at right angle, 21 feet to a drive 
way, thence westerly with the north line of said driveway, 71 feet to Frankfort Street, thence 
northerly with Frankfort Street 21 ft. to beginning comer. 

TRACT II: Beginning on Frankfort Street, at Isaac Diltz’ corner, and mnning thence 
with Frankfort Street; thence eight (8) poles, four (4) lines to High Street; thence with High 
Street eight (8) poles four (4) links to the Veach Lot; thence at right angles eight (8) poles, 
four (4) links to the Diltz’ lot; thence with said lot, westwardly to the beginning. 

EXCEPTION: There is excepted from the foregoing that certain lot or parcel of land 
heretofore conveyed to by Elizabeth Reese, Executrix of C.A. Reese, to Joseph Yates by 
a deed dated the 20th day of April, 1922, and recorded in Deed Book No. 59, Page 113, 
Bracken County Court Records, described as follows: Beginning on Frankfort Street at A. 
Robbins’ (formerly Diltz) southwest comer and mnning thence in a southerly direction with 
Frankfort Street 50 feet; then in an easterly direction 8 poles 4 links to a lot of Charles Federer 
(formerly Veach) then in a northerly direction 50 feet to Diltz (now Robbin) line; thence 
with Robbins’ line in a westerly direction 8 poles and 4 links to the place of beginning. 

RESERVATION: Grantor, Margaret Ellis, reserves and this deed does not purport to 
convey the following described lot of ground. 

Beginning on Frankfort Street, at Yates Lot, thence in an easterly direction, with Yates 
lot south line 71 feet to a stake, thence southerly at right angle, 21 feet to a driveway, thence 
westerly with the north line of said driveway, 71 feet to Frankfort Street, thence northerly 
with Frankfort Street 21 ft. to beginning comer. 

SOURCE OF TITLE: Being the same property conveyed to Adam Reed and Tera 
Reed, husband and wife, by deed dated September 28, 2005 and recorded September 28, 
2005, of record in Book 178, Page 283, in the Office of the Clerk of Bracken County, 
Kentucky. 

The property shall be sold to the highest and best bidder(s) and said purchaser shall be 
required to pay cash or the sum of ten percent (10%) of the bid price in cash deposit with 
the balance of the purchase price to be due and payable in cash or certified funds, within 
thirty (30) days from the date of sale. The purchaser shall be required to execute a bond, 
with good and sufficient surety, bearing interest at the rate of 12% per annum from the date 
which is thirty (30) days following the date of sale, until paid, and payable to the Master 
Commissioner. 

The purchaser shall have the privilege of paying all or any part of the purchase price 
or paying said bond before maturity by paying the balance of the principal together with 
all accmed interest thereon. If the total purchase price is not paid in cash, the required 
deposit shall be applied to any expenses incurred by a default of the purchaser. Provided, 
however, in the event a party of this action is the successful bidder at the sale of the property 
by the Master Commissioner, then the said party, upon payment of the court costs and sale 
expenses and any liens or judgments that have been given priority herein over the lien and 
judgment of said successful bidder/party, shall have its bid credited against its judgment 
herein. 

If the purchaser(s) fails to comply with the terms of the sale then, in such event, the 
Master Commissioner shall immediately resell the property upon the same terms and 
conditions as set forth herein, excepting only any necessary changes in the time and date of 
sale. Possession of the property herein sold shall be given to the purchaser after payment 
in full of the purchase price and confirmation of the sale by the Bracken Circuit Court. 
Pursuant to the Judgment herein, the purchaser shall be required to assume and pay all ad 
valorem property taxes assessed against the property for 2014 and all subsequent years 
thereafter. The title interest of the parties to the lawsuit will be conveyed without warranty 
by the Master Commissioner to the purchaser and the purchaser shall receive a deed to 
property upon payment of the purchase price in full (and costs of sale, if applicable) and 
after confirmation of the sale by Bracken Circuit Court, subject to any equity of redemption 
if the property does not sell for two-thirds of its appraised value. 

Mark A. Schumacher 
Master Commissioner 
Bracken Circuit Court 

CERTIFICATE OF SERVICE 

I hereby certify that a true and correct copy of the foregoing has been mailed, postage 

prepaid, to the Hon. David W. Cliffe, 525 Vine Street, Ste. 800, Cincinnati, OH 45202, 
Hon. Jay bosken, 101 Winding Way, Unit H, Covington, KY 41011, Hon. Michael Clark, 
PO Box 43, Brooksville, KY 41004, Hon. R. Campbell Connell, PO Box 5222, Frankfort, 

KY 40602, Hon. Cynthia Thompson, 202 E. Riverside Dr., Augusta, KY 41002, Adam 
Reed, a/k/a Willis A. Reed, 420 E. 4th St., Augusta, KY 41002 and Tera Reed, 403 E. 3rd 
St., Augusta, KY 41002, on this the 9th day of March, 2015. 

Mark A. Schumacher 


SCHOOL MENU 


BRACKEN COUNTY 

BREAKFAST 

Mon., Mar. 30 - Biscuit 
& jelly, sausage patty, cereal, 
juice, milk. 

Tues., Mar. 31 - Breakfast 
pizza, cereal, juice, milk. 

Wed., Apr. 1 - Ham & 
biscuits, cereal, juice, milk. 

Thurs., Apr. 2 - Scrambled 
eggs, toast, cereal, juice, 
milk. 

Fri., Apr. 3 - Doughnuts, 
cereal, fruit, juice, milk. 

LUNCH 

Mon., Mar. 30 - Pepperoni 
calzone or submarine 
sandwich, broccoli, beets, 
fruit, milk. 

Tues., Mar. 31 - Chili or 
veg. soup, pimento cheese or 
peanut butter sandwich, veg. 
sticks w/dip, crackers, fruit, 
milk. 

Wed., Apr. 1 - Chicken 
tenders or hot dog on bun, Sun 
chips, baked beans, carrots, 
fruit, milk. 

Thurs., Apr. 2 - Spaghetti 
with meat sauce or ham & 
cheese sandwich, green beans, 
dinner roll, fruit, milk. 

Fri., Apr. 3 - Fish sticks or 
hamburger on bun, tater tots, 
peas, fruit, muffin, milk. 

AUGUSTA SCHOOLS 

BREAKFAST 

Mon., Mar. 30 - Pancake 
with syrup and sausage link, 
cereal or muffin, banana, 
milk, OJ. 

Tues., Mar. 31 - Sausage 
biscuit & jelly, cereal or 
muffin, banana, milk, OJ. 

Wed., Apr. 1 - Unavailable 
at press time. 

Thurs., Apr. 2 - 

Unavailable at press time. 

Fri., Apr. 3 - Unavailable 
at press time. 

LUNCH 

Mon., Mar. 30 - Chicken 
nuggets or hot dog, curly fries, 
green beans, pears, milk. 

Tues., Mar. 31 - Spaghetti 
w/breadsticks or hot dog, 
salad or corn, applesauce, 
milk. 

Wed., Apr. 1 - Unavailable 
at press time. 

Thurs., Apr. 2 - 

Unavailable at press time. 

Fri., Apr. 3 - Unavailable 
at press time. 



C H E m I5TRIE 


eyewear that clicks 


Po£evii$ed 

Suttyiote, . . . 



. . . t&at cltcfo fo 


cfoufi eqeutetvi 



1937 Old Main Street • Maysville 
Hours: M-F: 9 - 7; Sat: 9 -1 

606-759-7311 

Irving Peck; Joyce C. Peck, ABOC, NCLC; 
Adam Bradley, ABOC,NCLC 


Science Is In 
Full Swing This 
Spring at Augusta 
Independent 

By: Chris Mason 

This has been an exciting 
year for middle school sci¬ 
ence students at Augusta In¬ 
dependent Schools. With the 
start of this year’s new science 
standards, students are find¬ 
ing out what it is like to be 
real scientists as they design 
their own investigations, make 
changes to their experimental 
design, and develop conclu¬ 
sions. Some examples of stu¬ 
dent progress include: testing 
various beverage containers 
to determine ideal thermal in¬ 
sulating properties, construct¬ 
ing clocks that accurately keep 
time using real pendulums, 
analyzing food waste and the 
effect it can have on ecosys¬ 
tems, and researching how 
temperature and precipitation 
can impact wildlife in our 
community. 

Spring is also the time of 
year that marks our school’s 
annual science fair. Projects 
will be submitted by all stu¬ 
dents in grades 4-11 and will 
be judged by science profes¬ 
sors and science students at 
Maysville Community and 
Technical College. This year’s 
science fair date has been set 
for Thursday, April 9 th in the 
school gymnasium. Parents, 
guardians, and any other visi¬ 
tors will be allowed to view 
the projects from 4 to 7 p.m. 
Winners will be announced on 
Friday, April 10 th . Come join 
us as we celebrate the success 
of our students! 


ltd Eadter Bunny Time Again! 


PLEASE REMEMBER: 

Easter Bunnies are more 
than an Easter gift. It is 
a pet which will require 
love and care just like 
a dog or cat. Please give 
this careful consideration 
before purchasing 
a rabbit for Easter. 


Town & Country Veterinary 

Dr. Glass, Dr. Conway, Dr. Biddle, Dr. Muse & Dr. Reeder 

606-759-5496 

490 Tucker Drive ( down from Super 8 ) Maysville, KY 
Opening at 8 a.m. Mon.-Sat. with 24 Hour Emergency Service 



Bracken Board 
of Education 


March 9, 2015 
Present: Board Members: 
Greg Jones, Julie Riggs, Lisa 
Woods, and Angie Crawford; 
Treasurer: Brittany 

Jefferson; Superintendent: 
Jeff Aulick; Staff & Visitors: 
Jennifer Maines, Dennis 
Maines, Daniel Fisher, Leah 
Jefferson, Jennifer Stewart, 
Jerry Smith, Brandi Smith, 
Heather Clayton, Shelby 
Hedrick, Tony Jarrell, Chloe 
Jarrell, Pauline Smith, Callie 
Jarrell, and Rena Jarrell. 

The March 9, 2015 

Bracken County Board of 
Education Meeting was 
called to order by Chairman 
Greg Jones. 

Students of the Month 
Taylor - Gracie Ramsey 
and Peyton Hord 

Middle School - Abby 
Smith and LeAnna Day 
High School - Hailey 
Leap and Shelby Hedrick 
Art Students of the 
Month 

Taylor - Chloe Jarrell 
Middle School - Kaitlyn 
Bond 

High School - Courtney 
Snow 

Items Approved by the 
Board at its March 9, 2015 
Meeting were: 

•Minutes of February 9, 
2015 Board Meeting 

•February 2015 

Treasurer’s Report 

•February Monthly 
Financial Report 

•March 1 Tentative 
Allocations 

•Payment of all Bills and 
Claims 

•Acknowledge Activity 
Accounts 

•7th & 8th Grade trip 
to Washington D.C., New 
York, and Gettysburg April 
5-9, 2015 using the common 
carrier Lakefront. 

•Brooksville Christian 
Church to use the middle 
school grounds for their 
annual community Easter 
Egg Hunt on March 29, 
2015. 

•2nd reading of policy 
08.1133 

•1st reading of policy 
08.113 

•District Facility Plan 
•Auditor’s Contract for 
2014-2015 year 

Items Reviewed by the 
Board at its March 9, 2015 
Meeting with No Action 
Taken were: 

•SBDM Reports 
•Attendance Report 
Personnel: Thefollowing 
individuals were hired 
pending meeting all board 
requirements: 

Classified Sub: Michelle 
Sutton 

Resignation: Daniel 

Fisher (MS Football 
Assistant Coach) and Adam 
Reed (BCHS Boys’Assistant 
Basketball Coach) 

The board went into and 
out of executive session to 
discuss Potential Litigation 
KRS 61.810(l)(c) 

With no further business 
the meeting was adjourned. 




...all those digital devices you use every day can put a strain on your eyes and may 
cause Computer Vision Syndrome. If you experience eye strain, dry eyes, headaches, 
fatigue, blurred vision or loss of focus, you may be affected. Schedule an appointment 
today and we can suggest changes in your digital work habits or prescribe specialized 
glasses to protect your vision and eye health. 


Bracken 


Center 


Dr. Brett A. Hines 
Dr. Angela Scifres 

Frankfort Street 
Brooksville, KY 
(606) 735-2020 


www.cynthianavisioncenter.com 
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ft 


SUNDAY 

MONDAY 

TUESDAY 



. . ' 


FRIDAY 


SATURDAY 



Thomas Ware II 
Keith Teegarden 
Amy Cummins 
Mary Ellen Swanger 
Kathy Blevins 
Marty Sidebottom 
Brandy Colemire 
Debbie Northcutt 
Charles Thompson 


i 


Leah Beth Jefferson 
Jim Goecke 
Judy Bonar 
Kenda Rogers 
Karen Thornsbury 
Alicia Dusing 
Sara Farley 
Robbie Farley 


Tony Jefferson 
Joey Godman 
Harold Foster 
Elizabeth Heiert Clos 
Richard Perry Jr. 


Mr. & Mrs. Rick Morris 


Mr. & Mrs. Phil Carl 
Mr. & Mrs. Keith Wolfe 
Mr. & Mrs. David L. Sharp 


Joseph Beckett 
Jay Perkins 
Donnie Moneyhon 
Brandi Smith 
Ryan Keith Woods 
Gwendolyn Dusing 



Easter 


Sarah Elizabeth Appelman m ^ 
Dennis Rigg ^ 

Nicholas Free 
Randy Cummins 
Everett Hopkins Tonda Hargett 
Brad Tucker Rachel Ware 

April Welte Cheryl Maddox 

Sam Merrill Hayden Hughes 


Mr. & Mrs. Jim Maddox 
Mr & Mrs. Danny Teegarden 
Mr & Mrs. Chuck Rechtin 


Dean Day 
Ronnie Clos 
Adam Weiss 
Alicia Jane Appelman 
Dylan Teegarden 
Crystal Colvin 


19 


Mr. & Mrs. Gregory Lee Jones 


Jason Jett 
Michael Lucas 
Mary Sue Courtney 


26 


Mr. & Mrs. Paul Mefford 
Mr. & Mrs. Robert Courtney 
Mr. & Mrs. Jeff Hinson 


Virginia Bowles 
Judy Henderson 
Debbie Sharp 
Patty Meenach 
Dean Litzinger 
Vicki Bess 
Ryan Teegarden 
Tim Horey 


Sarah C. Thompson 
Charles Tarvin 
Rebecca Jane Free 
Tony Bishop 
Charles A. Holleran 


Janice Cooke 
Mark King 
Laura Schuette 
Debbie Bowles 
Becky Cooper 
Ruby Hedges 


8 


Jean Myers 
Dick Behymer 
Martha Jones 
John Marshall 
Charles Stapleton 


Wiley W. Jefferson 
Eddie Harrison 
Kelly Sidebottom 
Maria Creech 


10 


Mr. & Mrs. Freddie Fralix 


Mr. & Mrs. Robert Wood 


Mr. & Mrs. Tommy Jefferson 
Mr. & Mrs. Rick Douglas 


Mr. & Mrs. Mike Feagan 


Mr & Mrs. William Clos 


Ann Cummins 
R.T. Jefferson 
Kathy Reed 
Mary Jo Maddox 
Kaye Rudd 
Whitney R. Hargett 
Mary Meyer 
John Michael Collins 


13 


Jenny Rice m a 

Robert Wood 4 

Denny Hamilton 


Mr. & Mrs. Stanley Litzinger 


Barry Taylor 
Bill & Brad Day 
Joetta King 
Keith Colvin 
Chas. Lucas 
Mark Kern 
Gary Jett 
Chris Meyer 
Everett Gill 
Steve Hargett 
Logan Teegarden 
Chanda Caudill 


15 


Pat Mattox 
Colin Hennessey 
Rick Hamilton 
Brad Dean 
Ambre King 
Linda Jones 
Henry C. Jones 
Meagan H. Brannon 
Sue Hardymon 


16 


Mildred King 
Michael Campbell 
Tommy Jefferson 
Dale Thoroughman 
Lewis Heiert III 
Lucia Hughes 


17 


Mr. & Mrs. Danny Bailey 


Mr. & Mrs. Richard Teegarden 
Mr. & Mrs. David Moon Jr. 


Otho Jefferson 
Melvin Metzger 
Chuck Godman 
Betty Jean King 
Sonya Christy 
Keith Miller 
Allen Cooper 
Keith Cooper 
Jennifer Moffett 
Dan Adams 


20 


Martha Peddicord 
Greg Jones 
Karen Rumford 
Eric Wayne Hedgecock 
Gracie Taylor 


21 


David Feagan 
Polly T. Cummins 
Melissa Pickrell 
Ashlee McKenzie 
Jason Parsons 
Rick Douglas 
Heather Frank 


22 


Genevieve Cummins 
Mike Nelson 
Tara F. Gillespie 
Margie J. England 
Jenna Lynn Colvin 


23 


Chuck Stapleton 
Phil Sutton 
Pat Taylor 
Nicholas French 
Pat Finn 

Jeremiah Benosky 


24 


Mr. & Mrs. Darrell Clark 


Mr. & Mrs. Bob Appelman 


Mr. & Mrs. Joe Goecke 
Mr. & Mrs. Rick Kurtz 
Mr. & Mrs. Damian Kindle 


Jacob Bauer Jr. 
Sue Brough 
Sharon Hay 
Richard Rees 
Robin Earns 


Mr. & Mrs. Tony Clark 
Mr. & Mrs. James Routt 
Mr & Mrs. J.B. Fralix 
Mr. & Mrs. Michael A. Clark 


John Robert Todd 
T.A. Appelman 
Denise Day 
Kent Galloway 
Nicholas Tobis 


ii 


Mr. & Mrs. David Zaluski 


Billy Smith 
Justin Pickrell 
Phyllis Kelsch 
Patty Boothe 
Sarah Beth Carl 
Kenneth Nickerson 
Robert Jett 


18 


Mr. & Mrs. Tom Boothe 
Mr. & Mrs. Harry Cline Jr. 
Mr. & Mrs. Nicholas Weldon 


Jenny Free 
Kathy Haley 
Lynda Monahon 
Terry Norris 
Sarah Mains 


25 


Ina McCord 
Audrey King 
Ronnie McCane 
Brad Hargett 
Amy Brumley 
Gary Riggs 
Clara S. Knarr 
Vicki Frederick 
Hannah Jefferson 


27 


Dorothy Bauer 
Mable Taylor 
Joyce Gibson 
Jason McKinney 
Harold Perkins 
Donald Ray Galloway 
Terry Long 
Dustin Teegarden 


28 


Elaine Kern 
Clarice Workman 
Mike Wyatt 
John A. Brooks 
Carissa Tobis Crawford 
Kevin Hiles 
Mark Tucker 


29 


Scotty Bishop 
Stanley Hargett 
Joshua Snapp 
Jason Snapp 
Darrell Williams 
Sharon Rigg 


30 


Mr. & Mrs. E.B. Kern 
Mr. & Mrs. Cecil Glasscock 


Mr & Mrs. Paul Jones 


Mr. & Mrs. Jerry Fegan 
Mr. & Mrs. Skip Miller 



LEE’S 


One Stop Shopping 




Miami & Wallin Avenue 
Brooksville 


606-735-2123 


HUFF 


•REALTY 


www.HUFF.com 


859-781-5100 

606-735-2633 


Edward J. Rudd 


Mark A. 
Schumacher 


ATTORNEYS AT LAW 

Brooksville 

606 - 735-2950 


6 Coneys for 


Good thru 04/30/15. Maysville location only. 
Not valid with any other discount. 

L — — — — — — — — J 



Town & Country 
Marathon 


223 Main Street 
Augusta, KY 

606 - 756-2177 


AA Hwy 4 miles west of Maysville 
Open 7 days a week - 24 hours 
Deli/Hot Grill-Plate Lunches- 
Snack Foods-Full Breakfast 


All major Credit Cards accepted • BP/Chevron 
All Trucker Checks 


Stiff 


Trophies • Plaques 
Awards • Wearables 


606-735-2065 


Owners: David & Robin Fultz 
218 Frankfort St. • Brooksville, KY 
Website: www.allmarksales.com 
Email: allmark1@yahoo.com 


vi i 



from 

Earl Bush 

Bracken Co. 
Judge Executive 


Brooksville 
Farm Supply 


^^SOUTHERN 

■m States 


606-735-3326 



CHEVROLET $BUICK 

Visit us at: 

www.mcfarlandchevrolet.com 


Best Wishes From 



nopfuf 

iztndau/ 


to Each & 
Every One of You! 



PERRY POE 


Brooksville 

606 - 735-3700 


FARM BUREAU 


INSURANCE 


R’s Liquor 


Larry Smith - Agent 
Life • Auto • Blue Cross 
Fire • Hail 


301 Hamilton Avenue 
Augusta, KY 41002 

606 - 756-2722 


Phone: 735-2408 


Wine, Package Liquor, Bait 
STORAGE UNITS FOR RENT 


KS<S> 


201 Heather Renee French Henry Blvd. 
Augusta, Kentucky 41002 

Store Hours: 

Mon-Sat 8AM-9 PM 
Sunday 9 AM - 7 PM 


606 - 756-2145 


DEAN'S PHARMACY 


The Country Loft 

Gift Shoppe 

Full Prescription Center 
Cards, Cosmetics & Gifts 
Brooksville 

606 - 735-2322 


JIM’S 

AUTO OUTLET 




Located on Hwy. 10 
just east of Brooksville, KY 

6U6-735-2442 


| $ 5 Footlong 
i on any subs 

| * Regular footlongs only 

I Brooksville • 735-2111 



All About Glass 


Glass, Mirrors, and 
Windows for Your 
Home, Auto or Business 
427 Clark St., Maysville, KY 41056 


KATHY FREE 
Clerk 


Circuit Court & District Court 


(606) 564-3237 
■QL 1-800-339-3045 


OWNER: 

David Allen Reed 




Driver’s License Due? 
Check yours & see! 




Karen, LaNae, Randy & Lisa 


PARKVIEW INN 
RESTAURANT 

103 W. 2nd St. • Augusta, KY 

“Open 7 days a week 
for your dining pleasure” 

606-756-2667 


fv | ft ft fvV 

Briley’s 
Body Shop 




•5= 

J Body Shop §* 

1958 Hwy 19 • Chatham, KY ^ 

I 606-756-2420 


Would like to wish you all a 


Happy Birthday! 

#§/* wjfr v> vi t aj; 


THE (4E<0 (WAVE 

HAIR & TAMAIAS SAUM 

Sr * 'SrppksvTuf 
N\e>t*i>Ay> xmu §>ArmvAp 
£vfnTngs Bp AppArroW 

735-3590 

'SmcUZRT * (QoiUE MpFPRD 


B 


-MILLER 
UMB 



Augusta 

606-756-2151 


¥ 


THE AUGUSTA 

GENERAL STORE 

109 Main Street • Augusta 

606 - 756-2525 

Manager • Imogene Shepherd 
General Merchandise • Salads • Baked Goods 
• Hand-Dipped Ice Cream 'Antiques 
Plate Lunch Specials • Much More! 



Bracken County Sheriff 

Howard Niemeier 


RAE JEAN POE 


Deputies: 

' John Riley 
Ian Kelsch 
Bobby Boody 




Bracken County Clerk 
and Deputies 


Secretary : Janet R. Morris 

606 - 735-3233 


Regular Hours : 

M, Tu, & Th: 8-4 
Wed. & Sat: 8-12 
Fri: 8-5 

Augusta Office ; 

Friday: 8:30-4 



Amy's 

Blue Daisy 

[Tlrtr^l m f'. iftc a Hocinn * 


Floral • Gifts • Design 

128 Main Street 
Augusta, Ky 41002 
606-756-2821 
daisy@amysbluedaisy.com 


www.AmysBlueDaisy.com 


MILLER’i 


HOME CENTER 


Brooksville 

606-735-2080 




TRACEY FLORER 


Property Valuation 
Administrator 


John Workman & 
Sara Fryman 



Town & Country Bowling Lanes 

U.S. Route 52 'Aberdeen, OH 
1 -800-551 -BOWL or 937-795-2153 

www.tandcbowl.com 
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It’s Spring Tree 
Seedling Purchase, 
Planting Time 

Forestry employees 
prepare for season, 
available for assistance 

At this time of year the 
Kentucky Division of For¬ 
estry’s two tree nurseries are 
busy packing and shipping 
seedlings. 

The busiest months for 
the spring planting season 
are March and April. The di¬ 
vision doesn’t send seedlings 
after April because it gets 
too warm and the bare root 
seedlings do not survive well 
after they have leafed out for 
the summer. 

Low cost seedlings and 


technical assistance are pro¬ 
vided to Kentucky land- 
owners who are ready to 
answer the inherent call to 
plant a small grove or refor¬ 
est a whole field. You can 
purchase single trees for $5 
each, a bundle of 10 trees for 
$30 and for bigger planting 
jobs there are bundles of 100 
trees for $50. The price for 
the single and 10-packs in¬ 
cludes tax and delivery. 

Foresters from the Ken¬ 
tucky Division of Forestry 
are available to help match 
the right tree species to your 
situation. To order your trees 
or request assistance, call or 
stop by a regional Kentucky 
Division of Forestry office. 
To find what office cov¬ 
ers your county, go to the 


KDF website, http://forestry. 
ky.gov, or call 1-800-866- 
0555. 

To get the best selection, 
place your order as soon as 
possible and to give your 
seedlings the best chance of 
survival, plant your trees by 
the end of April. 


Amy's 

Blue Daisy 

Floral • Gifts • Design M 


For all your 
floral needs 


128 Main St 
Augusta, Ky 41002 


g 606-756-2821 E2 



COMMONWEALTH OF KENTUCKY 
BRACKEN CIRCUIT COURT 
CIVIL ACTION NO. 13-CI-00072 

CITIFINANCIAL SERVICING, LLC PLAINTIFF 

A DELAWARE limited liability company, 

successor by merger to CitiFinancial 

Services, Inc., a Kentucky Corporation 

VS. 

MEGAN JENNINGS, ET AL DEFENDANTS 

'k'k'k'k'k'k'k'k'k'k'k'k'k'k'k'k'k'k'k'k'k'k'k'k'k'k'k'k'k'k'k'k'k'k 

NOTICE OF SALE 

In obedience to a Judgment and Order of Sale entered in the above styled action, I will, 
as Master Commissioner of Bracken Circuit Court, proceed on 

Friday, March 27, 2015 
at 

10:00 A.M. 

IN THE LOBBY OF THE BRACKEN COUNTY JUSTICE CENTER 
BROOKSVILLE, BRACKEN COUNTY, KENTUCKY 

to sell the hereinafter described tract of real estate and any improvements thereon. 
This sale is to satisfy a Judgment and Order of Sale in favor of CITIFINANCIAL, INC., 
a MARYLAND CORPORATION, against the Defendants herein in the principal amount 
of $77,430.56, plus interest ($21,839.84) at the rate of 7.6908t% per annum beginning 
January 19, 2011 through September 18, 2014, and interest at the rate of $16.32 per diem 
from September 18, 2014 until paid, together with amounts for late fees and assessments, 
advancements for the protection of the property, taxes and insurance, escrow advances, and 
reasonable attorney fees of $1,700.00, insurance premiums and court costs incurred herein. 
The real estate to be sold is described as follows: 

The following described real estate in Bracken county, Kentucky: 

Being a 20.162 acre parcel of that larger tract of land conveyed to C.L.E. Inc, at Deed 
Book 150, Pg 85 said property located on the East side of KY 539 about 500 plus South 
of Mattox Road in Bracken County, Kentucky., and being more particularly described as 
follows: 

Beginning at a PK. nail set at approximate of KY 539 comer to Lots 1 and 2; thence 
with the center of KY 539 N 28-47-06 E 181.84 to a PK. nail set; thence N 27-48-09 E 
68.99 to a point; thence N 23-27-58 E 94.66 to a PK. nail set at approximate center of KY 
539 corner to Lots 2 and 3; thence leaving the road with the line of Lots 2 and 3 S 72-55-19 
E 147.49 to an iron pin and cap set; thence N 84-56-05 E 84.90 to an iron pin and cap set 
corner to Lots 3 and 4; thence with the line of Lots 2 and 4 S 49-33-26 E 334.30 to a 24 
Mapple tree painted; thence S 67-00-08 E 275.53 to an iron pin and cap corner to Lots 4 
and 5; thence with the line of Lots 2 and 5 S 49-34-27 E 71.46 to a point in the centerline of 
drain; thence S 41-53-59 E 252.47 to an iron pin and cap set; thence S 05-18-29 W 137.28 
to an iron pin and cap set; thence S 08-05-38 E 483.11 to an iron pin and cap set comer 
to Lots 2 and 5 and in the line of Branham DB 92 PG 455; thence with the fence line of 
Branham N 76-54-07 W 348.10 to a fence line of Branham N 76-54-07 W 348.10 to a fence 
post; thence N 71-49-48 W 466.68 to an iron pin and cap set comer to Lots 1 and 2; thence 
leaving the fence line of Branham with the line of Lots 1 and 2 N 28-09-35 W 76.96 to a 
15 Maple tree painted; thence N 19-06-12 W 157.14 to a 30 Maple tree painted; thence N 
33-20-32 W 84.29 to an iron pin and cap set; thence N 46-11-28 W 591.22 to the point of 
beginning containing 20.162 acres according to the new survey of R. David Hord PLS 3264 
of RDH Surveys Inc. 7/27/98. Property subject to all legal right of ways, easements and 
unrecorded conveyances. 

SOURCE OF TITLE: Being the same property conveyed to Megan Jennings, single, 
from James D. Jennings, Jr., single, by deed dated July 17,2006 and recorded at Deed Book 
181, Page 88 of the Bracken County Clerk’s records. 

The property shall be sold to the highest and best bidder(s) and said purchaser shall be 
required to pay cash or the sum of ten percent (10%) of the bid price in cash deposit with 
the balance of the purchase price to be due and payable in cash or certified funds, within 
thirty (30) days from the date of sale. The purchaser shall be required to execute a bond, 
with good and sufficient surety, bearing interest at the rate of 12% per annum from the date 
which is thirty (30) days following the date of sale, until paid, and payable to the Master 
Commissioner. 

The purchaser shall have the privilege of paying all or any part of the purchase price or 
paying said bond before maturity by paying the balance of the principal together with all 
accmed interest thereon. If the total purchase price is not paid in cash, the required deposit 
shall be applied to any expenses incurred by a default of the purchaser. Provided, however, 
in the event a party of this action is the successful bidder at the sale of the property by 
the Master Commissioner, then the said party, upon payment of the court costs and sale 
expenses and any liens or judgments that have been given priority herein over the lien and 
judgment of said successful bidder/party, shall have its bid credited against its judgment 
herein. 

If the purchaser(s) fails to comply with the terms of the sale then, in such event, the 
Master Commissioner shall immediately resell the property upon the same terms and 
conditions as set forth herein, excepting only any necessary changes in the time and date of 
sale. Possession of the property herein sold shall be given to the purchaser after payment 
in full of the purchase price and confirmation of the sale by the Bracken Circuit Court. 
Pursuant to the Judgment herein, the purchaser shall be required to assume and pay all ad 
valorem property taxes assessed against the property for 2015 and all subsequent years 
thereafter. The title interest of the parties to the lawsuit will be conveyed without warranty 
by the Master Commissioner to the purchaser and the purchaser shall receive a deed to 
property upon payment of the purchase price in full (and costs of sale, if applicable) and 
after confirmation of the sale by Bracken Circuit Court, subject to any equity of redemption 
if the property does not sell for two-thirds of its appraised value. 

Mark A. Schumacher 

Master Commissioner 
Bracken Circuit Court 

CERTIFICATE OF SERVICE 

I hereby certify that a true and correct copy of the foregoing has been mailed, postage 
prepaid, to the Hon. David E. Johnson, Lerner Sampson & Rothfuss, PO Box 5480, 
Cincinnati, OH 45201, Hon. Joshua M. Bilz, Bilz and Associates PSC, 4135 Alexandria 
Pike, Ste. 108, Cold Spring, KY 41076, Hon. Brian E. Hoesl, 50 Grant Street, Fort Thomas, 
KY 41075, Hon. Michael Clark, 116 W. Miami St., PO Box 43, Brooksville, KY 41004, 
Hon. Louise Brown, 211 Main St., Augusta, KY 41002, Hon. S. Beth Moore, PO Box 3, 
Falmouth, KY 41040, Megan Jennings, 5 Sand Run Cemetery Way, Elkview, WV 25071, 
on this the 9th day of March, 2015. 

Mark A. Schumacher 


Augusta’s Opry by the River 
Opening Night announced 



The Opry by the River 
opens their 2015 season on 
Friday, April 3, 2015 and 
runs every first Friday of 
the month until November. 
The Country Music Show 
is held at The Chapel on 
Parkview Street in Au¬ 
gusta, KY. This powerful 
performance pays tribute 
to music legends such as 
Johnny & June Carter Cash, 
George Jones, Tammy 
Wynette, Conway Twitty, 
Loretta Lynn, Ernest Tubb 
and Minnie Pearl. 

The musicians, per¬ 
formers and stage manager 
are Pat Feagan, Brandy 
Courtney, Sammy Linville, 
Jerry Taylor, Cheryll 
Berry, Allison Parker and 
Jackie Hopkins. Some of 
the Opry crew past musical 
experiences are Paintsville 
Jamboree, Renfro Valley 
and Opryland. Tickets are 
$15 each and on sale for 


the 2015 season and can be 
purchased by calling 843- 
503-0439. Shows starts at 
7 p.m. and reservations are 
recommended. You can also 


stay connected by follow¬ 
ing this ongoing show on 
Facebook and Instagram at 
Opry by the River in Au¬ 
gusta, KY. 



Announces NEW “Last Departure” Time! 




FERBT HOOKS: DAILY 8 AM - ?:4S PM 

606 - 75&-3231 


Call for the latest updated operating status! 


Bracken students 
among fall graduates 
at EKU 

Eastern Kentucky Uni¬ 
versity recognized 1,095 
graduates at the conclusion 
of the Fall 2014 semester. 

The graduates were hon¬ 
ored at commencement cer¬ 
emonies Dec. 13. 

Local EKU graduates 
include: Dustin Bradford of 
Brooksville with a degree 
in Psychology and Amanda 
Wyatt of Brooksville with 
a degree in Clinical Mental 
Health Counseling. 

The new degree holders 
join more than 140,000 East¬ 
ern alumni in Kentucky and 
across the United States and 
world. 



Challenger 


SXT 

STK. #1832x 


Limited 

STK. #1822x/\ 


Charger 


Gr Caravan] 

avp 

STK. #5294x^_ 


STK. #1833x. 


Touring _ 

STK. #5322x , 


Express 

STK. #5252xja~S 


1500Tradesman. 
Crew Cab^-J^^j 

STK. #53 26toi=^ — _ 


3500Trad esman 

Crew Cab riSf u 

STK. #5288x^ 


sale * 28,390 


SALE * 21,900 


'NEW 2015 DODGE 


'NEW 2015 DODGE 


NEW2015 CHRYSLER 


NEW2014 RAM 


sale * 30,399 


SALE * 30,500 


'NEW 2015 RAM 


NEW 2014 RAM 


SALE * 30,900 


TRUCK m MONTH 


M&CdCdooo 


NEW 2015 DODGE 


NEW 2015 CHRYSLER 


WAC. Price does not include tax, tag and fees. All rebates assigned to dealer. Due to ad deadlines, vehicles may be sold. 
Artwork for illustration only. Thanks for reading the fine print. 


1502 Industrial Park Road 

On the AA Highway across from 
Meadowview Regional Hospital 


606-759-9603 

1-877-629-7845 

Mon-Fri 9am-7pm 
Saturday 9am~6pm 


\MANN 


HELP\ 


FINANCE YOU! 



Of Maysville 
www.mannchrysler.net 


Are you looking for a great deal? Check today’s Classifieds!!! 
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Trash Talk 


by: Mr. Recycle Bin & Ms. Pick-Up Litterbug 


606 - 735-9960 


Howdy Folks! Birds are 
chirping away this Monday 
morning and the sun has 
just risen enough to stream 
through the windows! 
Definitely a beautiful start 
for this day but it reminds 
us of the lady who said she 
did not clean her windows 
because she loved birds and 
did not want any of them to 
get hurt by flying into a too 
clean window! That’s not 
happening here although we 
do need to do some spring 
cleaning! It is that time of 
year when we like to get rid 
of the winter parade of heavy 
coats, boots, gloves and 
scarves but we still have cold 
weather ahead so we will just 
enjoy the sunshine filtering 
through dirty windows! 

Someone has been doing 
some spring cleaning in the 
Milford area and we are 
suffering the consequences 
of this noble act! Last 
week we retrieved 25 fruit 
and vegetable boxes that 
were not broken down. 
Once flattened, there was 
enough room for the trailer 
to be rotated to the weekend 
location and eliminating a 
trip to the Recycling Center. 
This past week we removed 
a commode tank, bags of 
baling string and several 
bags of cans and bottles that 
were picked up from a bum 
pile along with the ashes 
and debris associated with 
burning trash! Needless to 
say, that load of recycling is 
going to create a mess at the 
Recycling Center! 

Burning trash in barrels 
or out in the open is illegal 
in Kentucky. Bmsh, trees, 
untreated lumber, any kind of 
paper and cardboard are the 
only items that can be legally 
set ablaze. Any type of 
plastic including Styrofoam, 
sheeting and containers 
are banned because of the 
toxins they release into the 
atmosphere when burned. 
There are enough cancers 
in our area without the 
aid of toxic air because of 
burning trash! Children 
and the elderly are most 


susceptible to being harmed 
by breathing fumes created 
by burning plastic. Probably 
every one of you reading 
this has experienced the eye¬ 
watering, nostril-stinging and 
foul-smelling sensations that 
accompany the burning of 
plastic and that is our natural 
defenses telling us that this 
is not good for us! Please 
do not bum your trash but 
instead subscribe to Rumpke 
Trash Service. The number 
to call for service is 877-786- 
7537. Who knows? The life 
you save may be your own! 

While we hope the severe 
cold is behind us, there are 
many homeless people in this 
great land of plenty who battle 
the elements day and night. 
An article on the front page 
of the March 23 Advertiser 
caught our attention as the 
headline read, “Bags sought 
to make mats for vets.” Plastic 
grocery bags are needed by 
the 1,000’s to create mats 
for homeless veterans and 
the Kentucky Career Center 
in Maysville is teaming up 
with the Northern Kentucky 
Area Development District/ 
Kentucky Career Center to 
collect plastic bags. It takes 
1,000 bags to make one mat 
and while the first mats were 
distributed in Grant County, 
the project is intended 
to benefit all Kentucky 
homeless veterans. Judge 
Bush has agreed to allow us to 
place a box in the Courthouse 
for collection of plastic bags 
to support this project. Bags 
are NOT recyclable in the 
trailers, but can mean the 
difference between sleeping 
on the ground and on a mat 
when properly recycled! 
Hopefully, we will have the 
collection box established 
in the next couple of weeks! 
Someone thinking outside 
the box initiated this project 
and it is an invitation to all of 
us to make the world a better 
place by RECYCLING, 
REUSING and REDUCING 
to keep God’s earth clean, 
green and beautiful! Be seein’ 
you - Bin & Bug. 


Community Easter Egg Hpnt 

Sunday, March 29 

Bracken County Middle School 

Easter Egg Hunt Schedule 

1:30.Registration begins 

2:00.walkers to 3 year olds 

2:10.4 year olds - 5 year olds . .. 

2:20.K&l grades fora children 

2:30.2 & 3 grades Walkers 

2:40.4 - 6 grades through 

the 6th Grade 

Sponsored by 

Brooksville Christian Church Giont 

Prizes drawn for a boy and a girl in each age group. InflntnHIo 
Each child will receive a goodie bag. 11 HIUMVJlwMCr 

for more information call 735-3123 slide! 

*Hot dogs, hamburgers, chip, cookies & soft drinks 
will be available for purchase 



Announcements 


Emergency Food & 
Shelter Board (E.F.S.P.) will 
meet Mon., Mar. 30 at 10 
a.m. at the Licking Valley 
C. A.P. Office, 110 Grandview 
Drive, Brooksville. 


Augusta's Lenten Service 
is Wed., Apr. 1 at 12:05 p.m. 
at St. Augustine. 


Scarlett O'Hatters will 
have lunch at the Parkview 
on Thurs., Apr. 2. Leave 
Brooksville at 11:45 a.m. 


The Bracken County 
Courthouse will close at 
12 noon on Fri., Apr. 3 in 
observance of Good Friday. 


Bracken Co. Circuit 
Clerk’s Office/Judicial 
Center will close at noon on 
Fri., Apr. 3 and will be closed 
Sat., Apr. 4. 


Agriculture Safety 
Day to be held 
Saturday, April 18 

Bracken, Mason, and 
Robertson County Conserva¬ 
tion Districts are co-sponsor¬ 
ing a Progressive Agriculture 
Safety Day for youth 8-12 
years old from the three- 
county area (Bracken, Ma¬ 
son, and Robertson). The 
safety day will be held on 
Saturday, April 18, 2015 at 
Germantown F airgrounds. 
The hours are 9:00a.m. to 
1:30p.m. The registration 
fee is $5.00. Lunch and a 
tee-shirt are included in this 
fee. 

Registration forms are 
available at the Bracken 
County Conservation Dis¬ 
trict at 218 Frankfort Street, 
Brooksville, KY 41004 or by 
calling (606)735-3256 exten¬ 
sion 3. Registration is on a 
first come - first serve basis. 
All youth must be pre-regis- 
tered to attend. Deadline to 
register is April 3rd. Please 
don’t wait because space is 
limited! 








6 Months 
Same as Cash 


• Carpet 

• Laminate 

• Hardwood 


LTV (Luxury 
Vinyl Tile) 


Vinyl 


SAVE 
15% Off 


any in-stock merchandise 

Just mention this ad 


We will continue to be here to serve all our loyal customers! 


NOON Til NINE FLOORING 


Maysville • (606) 564-0044 

Hours: 9-6 Mon-Fri, 10-5 Sat or Call for Appointment • Tina Padgett, Store Manager 



6C6-7H-tWT 


Insurance Work 


Welcome 


606 - 756-2447 


rKtt 


Estimates 



Saturday, March 28th • 10:00 a.m. 

Tractors - Farm Machinery - S-10 Truck 


I have been authorized by Tina Wagoner, the 
administratrix of the GREG WAGONER ESTATE to 
sell the following GOOD farm machinery and tools 
at the Robertson County Fire Department located off 
Highway #62 onto #539 approximately 1 mile south 
from Mt. Olivet. Watch for signs. Refreshments will 
be served. 

Farm Equipment and Tools: 2002 Chevy S-10 
Extended Cab with 4 wheel drive; John Deere Tractor 
50; John Deere Tractor 4320; Rhino Bushhog Batwing 
15’; Vermeer Hay Roller; John Deere Com Planter; John 
Deere Silage Chopper; 2 silage wagons; Chisel Plow 
(Ripper); New Idea Manure Spreader; Flatbed Wagon; 
Utility Trailer; Air Compressor; Cultivators; Hay Fork; 
Air Pig; Fuel Tank; Johnsered Chain Saw; Gas Smoker; 
Snap On and Blue Point - Tools - Also a small wagonload 
of miscellaneous tools. Come and look around for a good, 
clean piece of equipment. Equipment can be viewed at 
the site two days prior to auction. Pictures can be seen at 
www.poerealty.com. 




PERRY POE • Auctioneer 

BROOKSVILLE, KY 


( 606 ) 735-3176 

- AUCTIONEERS- 
JOE GOECKE - ERIC FEGAN 
www.poerealty. com 


Fencing 
Demonstration 
Thurs., April 2nd 

The Bracken Coun¬ 
ty Extension Service and 
Maysville/Flemingsburg 
Southern States will host a 
Fencing School on Thurs¬ 
day, April 2nd at the Goecke 
Farm located on Asbury 
Road. There will be demon¬ 
strations on Electric Fence 
and new technologies re¬ 
lated to ease of installation, 
proper grounding technics, 
selection of the charger (en¬ 
ergizer), and planning an 
electric fence layout. There 
will also be a demonstration 
of how to properly constmct 
a fence brace. The braces 
are the most important part 
of the fence and utilizing 
new guidelines will make 
extremely strong braces that 
will last a long time. Proper 
fence stretching methods us¬ 
ing Fixed Knot fence will 
also be part of the program. 

The program will be¬ 
gin with a classroom ses¬ 
sion at the office starting at 
10 a.m. followed by lunch. 
After lunch we will move 
to the farm for the afternoon 
demonstrations. Plan to be 
outdoors as the temperature 
and precipitation can be a 
challenge this time of year. 
There will be a $10 registra¬ 
tion fee. Contact the office 


to register. 


Sales records smashed 
at 2015 Beef Expo 


Owner/Operator: Kevin Plummer 

753 Augusta/Chatham Rd. • Augusta, KY • .03 Miles South of AA Hwy. on Rt. 19 


Winter Storm Thor was 
no match for enthusiastic 
buyers who shattered records 
at the 29th annual Kentucky 
Farm Bureau Beef Expo 
March 6-8 at the Kentucky 
Exposition Center. 

Sales totaled $1.39 mil¬ 
lion, breaking last year’s 
record of $1.14 million and 
crossing the $1 million bar¬ 
rier for the fourth consecu¬ 
tive year. The 445 lots aver¬ 
aged $3,127, beating out the 
previous record of $2,547 in 
2014. 

The sale topper was the 
reserve champion Angus 
female, which Emilee Tay¬ 
lor of Lexington bought for 
$16,500. The grand cham¬ 
pion Angus female fetched 
the second-highest bid of 
$11,200 from David Hobbs 
of Vine Grove. Seven lots 
sold for $10,000 or more. 
The 49 Simmental lots av¬ 
eraged $4,473 to lead all 
breeds. The Gelbvieh sale 
averaged $4,394 for 28 head 
and the Angus sale averaged 
$4,332 for 42 head. 

Consignors from 18 
states brought animals to the 
Beef Expo. 

The junior show attracted 
379 head, of which 154 were 
Kentucky animals. A youth 
judging contest and a trade 
show also took place during 
the Beef Expo. 

Major sponsors of the 
Beef Expo were the Kentucky 
Department of Agriculture, 
Kentucky Farm Bureau, and 
Farm Credit Mid-America. 



Saturday, April 4th • 10:00 a.m. 


To settle the estate of DANNY JEFFERSON I have 
been authorized by Tony Jefferson, the administrator, 
to sell the following farm equipment and tools. Auction 
location is at 1112 Pea Ridge Road in Bracken County 
(off #875 Asbury Road) 4 miles from Germantown. 
Watch for signs. Refreshments will be served. 


Farm Equipment and Tools: MF 255 Tractor, 
Farmall Super C, JD 557 Roll Baler, JD 210 Disc 14 feet, 
JD 2600 4 Bottom 16” plows, Gooseneck Cattle Trailer 
20’, Gooseneck 24’ Flat Bed Trailer, Harrow lator 12’, New 
Holland Disc Mower 615, Hesston Haybine 1085, Gravity 
Bed and Gear, 22’ B & H Wagon, JD 600 Hi-Boy, JD 10’ 
Drill with Seeder, 6’ Bush Hog, 2 Fertilizer Drills, Shaver 
Post Driver 10”, New Holland 256 Hay Rake, New Holland 
Manure Spreader 331, New Holland Manure Spreader 325, 
New Idea Manure Spreader Ground Driven, 9 ft Brillion 
Cultipacker, 3 part Hitch Herd Seeder, Irrigation pipe 3 & 
4 inch, Irrigation Pump, 2 Hahn Hi-Boy for Parts, John 
Deere 700 Hi-Boy for Parts, Sub Soiler, C Farmall Part, 
100 or more 3-5” Posts Treated, 20 Locusts Post Comer, 
Rolls Woven Wire, Rolls Barbed Wire. Also 4 wagonloads 
of small tools. Come and look around. 




PERRY POE • Auctioneer 

BROOKSVILLE, KY 


( 606 ) 735-3176 


- AUCTIONEERS - 
JOE GOECKE - ERIC FEGAN 
www.poerealty. com 


Business Cards - $35per 1,000 
Call 735-2198 
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Sports in Kentucky 

by Bob Watkins 


Wildcats and Cardinals: 
Break out the battle flags 
boys and girls and blow 
the trumpets 

You may have to fight a 
battle more than once to win. 
- Margaret Thatcher 

So it is, Old Kentucky 
Home brethren who hitch high¬ 
est hopes onto our stars - two 
Sweet 16 entries headed north. 

Before Thursday, Ken¬ 
tucky’s unbeatens will be re¬ 
minded five springtimes ago Bob 
Huggins’ underdog West Vir¬ 
ginia outflanked (and schooled) 
the Wildcats and stole their Fi¬ 
nal Four berth. This week Big 
Blue Nation rejoins the battle at 
Cleveland. 

Before Friday, Louisville 
will be reminded of a score to 
settle with North Carolina State. 
A month ago the Wolfpack ex¬ 
acted a 74-65 whuppin’ on the 
Rick Pitinos at Yum Center. 
This time, a neutral battle field 
at Syracuse. 

So, button up, boys and 
girls, break out the battle flags, 
blow the trumpets and set upon 
their skirmish lines fiercely. 
Charge into them with Blue/ 
Red state vengeance and ap¬ 
ply a new exclamation mark on 
our Kentucky birth right claim 
anew, we are supreme at some¬ 
thing. 

Only a full-on charge into 
Yankees fortifications at Syra¬ 
cuse and in Cleveland will stir 
our hearts (and sell some new 
tee-shirts). Old scores will be 
settled, then push Kentucky’s 
rally flags through to where 
they belong, land of Elite Eight 
(for now). 

Meanwhile, let’s all calm 
down, have lunch and consort 
over did you see that! moments 
from another NCAA weekend. 

V Roxanne Chalifoux. Vil- 
lanova’s brave and teary piccolo 
player. 

V West Virginia coach 
Bob Huggins’ idea of living in 
the moment after his team sent 
Maryland home on Sunday was, 


“John (Calipari) has a day and a 
half on us (to prepare for Thurs¬ 
day night).” 

V Thank you card, John 
Calipari to Cincinnati coach 
Larry Davis. The Bearcats 
rough-house 40 (minutes) gave 
Kentucky a game film of what 
is sure to come from Mountain¬ 
eers at Cleveland. 

V Cincinnati forward Octa- 
vious Ellis got himself ejected 
from the Bearcats’ game against 
Purdue, then tried thug ball 
against Kentucky. A storm of 
ugly and racist tweets followed. 
But no public criticism for Cin¬ 
cinnati’s coach Larry Davis for 
not controlling his player? 

V Louisville. Chris Who? 
Since Quinton Snyder showed 
up, Terry Rozier has never been 
better. Helping free up Rozier’s 
game (25 points, seven as¬ 
sists and five rebounds against 
Northern Iowa), Snyder had 10 
points and one turnover in 36 
minutes. 

V Much praise was spent 
on R.J. Hunter at Georgia State, 
Melo Trimbo at Maryland and 
others. Best penetrator/pull-up 
guard in the field of 68, Rozier 
at Louisville. 

V Seth Tuttle, Northern 
Iowa. Quintessential NBA-type 
power forward at 6-8, 240. An 
alpha-dog leader, where does 
Tuttle figure in the NBA June 
draft? Nowhere, in the first 
round 30, according to ESPN, 
com. 

V NBA mock draft - Why 
would Mark Cuban spend a 
23rd pick for Dallas Mavericks 
on Kentucky’s Dakari Johnson 
when Seth Tuttle’s name is on 
the board? 

V Lost in shadow of R.J. 
Hunter at Georgia State ... what¬ 
ever happened to Ryan Harrow 
(ex-Kentucky) and Kevin Ware 
(ex-Louisville)? 

V For 22 years Kansas de¬ 
clined to add in-state rival Wich¬ 
ita State to its regular season 
schedule because “... what have 
we got to gain?” The two met in 
the NCAA in Omaha, Nebraska 
last week. For those old enough 


to remember The Dream Game 
in Knoxville (1983), sound fa¬ 
miliar? 

V What happed to Villano- 
va? A nervous breakdown. Nova 
earned a No. 1 seed by shooting 
53 percent in regular season. 
Against NC State, the Wildcats 
clanked 23 of 33 2-point tries 
and all but four of 23 3-point¬ 
ers. Familiar? In 1984 Final 
Four Kentucky had the same 
breakdown against Georgetown 
in Seattle. 

V The storm is gathering 
over basketball and football 
programs at North Carolina. 
The University settled recent¬ 
ly with ex-learning specialist 
Mary Willingham for $335,000. 
She was fired after blowing the 
whistle on the school’s academ¬ 
ic fraud case. 

UNC still faces two law¬ 
suits from athletes, problems 
with accreditation and an 
NCAA academic misconduct 
investigation. Because the fraud 
claim report spans 1993 to 2011 
and included more than 3,100 
students, roughly half athletes, 
coaches Dean Smith to Roy 
Williams are implicated. 

Comment: The NCAA 
won’t dare besmirch Smith’s 
revered reputation and Williams 
will likely get a pass as well us¬ 
ing the Calipari and Jim Boe- 
heim precedents, i.e. “I didn’t 
know what was going on in my 
program therefore I am not re¬ 
sponsible.” 

V Under headline: Ken¬ 
tucky Is the Only Team That 
Matters, an internet colum¬ 
nist sank venomous fangs into 
Kentucky basketball last week. 
Never mind his name, among 
items under sub-head: Accept 
these 13 things about Kentucky 
hoops or get the hell out, are 
these hatefuls ... 

I mention them, with a 
comment or two, to remind us 
what superficial, ill-informed 
ignorance, packaged nicely as 
column-writing, looks like on 
the internet. To wit... 

• It’s impossible to root for 
John Calipari. ... John Calipari 
doesn’t play by the rules. ... 
One-and-dones are ruining col¬ 
lege basketball. 

• “But Kentucky fans are 
psychotic hill people.” ... “The 
Harrison twins are obnoxious.” 
... “Kentucky is like the Yan¬ 
kees of college basketball.” 

More ... 

• “Everyone is writing arti¬ 
cles telling me to like this team, 
and it’s so unbearable, and it’s 
only beginning. ... God, I hope 
they lose.” ... “It’s more fun to 
hate Kentucky.” 

Comment: Fashion state¬ 
ments usually reserved for 
Duke. 

Finally, my favorite from 
this self-righteous pup: “Adolph 
Rupp was an a—hole.” 

Isn’t that a sweet list? 

And so it goes. 

You can reach me at bob. 
Watkins24@aol.com. 


Bluegrass -Maysville 
Stockyards LLC 

7124 AA Hwy. East • Maysville, KY 


Cattle Sales 

Every Tuesday 10:30 a.m. 
and Every Saturday 1 p.m. 

HAULING AVAILABLE 
For More Information Call: 

1-800-496-2697 
l or 759-7280 . 


Manufactured Stone Veneer Siding 

Easy to install. Ideal for new construction or remodeling. 50 Year Limited Warranty. I 


R3VER ROCK 




8 sq. ft./box 
Adirondack 


s 34 04 


lepGe store 


9 sq. ft./box 

Bucktown, Chardonnay, C 
Tennessee, Pennsylvania, 
Kingsford Grey, or 
Wisconsin 

FXEtO STORE 


*38!® 


10 sq. ft./box 
Bucktown, Valley Forge, 
Colorado, Warm Springs, 
mountain, Pennsylvania, 
or Canyon Gray 

MORARCN 

X ;_ ■£ ' 


$4255 

Em box 


12 sq. ft./box 
mountain. Canyon Gray, 

Pennsylvania, Sandstone, Vjl ■!!!! 
or Valley Forge ■ box 

FARMLEI 2 (e 


11 sq. ft./box 
Hudson or 
Westchester 


*56!® 


TOP RDCK 


8 sq. ft./box 
Brown, Pennsylvania, 
Realen, or 
Warm Springs 

COBBLE 


10 sq. ft./box 
Gray, Valley 
Forge, mountain, 
or Canyon Gray 

H ERST A 6 

• 

n~rr» 


11 sq. ft./box 
Old Ohio, Ohio, 
Bucktown, Chardonnay, 
Wisconsin, Pennsylvania, 
Tan, or Warm Springs 


*34“ 


$£955 

"tL box 


*46!® 


LAURE 4. CAVERR 
LEDl* E 


12 sq. ft./box 
Chardonnay, Asher, 
Pennsylvania, 
or Tennessee 


*51®!. 


Accessory pieces also available 


s 


DULLER 
UMBER = 


201 Seminary Ave., Augusta, KY • 606-756-2151 
Mon.-Fri. 7:30am - 5:00pm Sat. 8:00am-Noon 
Toll Free 800- 643-4426 
www. millerlumber. co 

visa www.millerlumbercompany.com 4 I 



Entry Form for 
2015 Hidden Lamb 

Name:_ 

Phone:_ 


Page Number & List Location 


Mar. 5th: 

2. 

3. 

Mar. 12th: 

2 . 

3. 

Mar. 19th: 1^ 

2 . 

3. 

Mar. 26th: 

2 . 

3. 


AA 


AA 


A 


/WWWWWWWW^ 


AA 


A 


/W\ 


BRACKEN COUNTY YOUTH 




FOOTBALL LEAGUE 



| Tiger Football Sign Ups to be Held: 

Saturday, March 28 th 

Saturday, April 18 th 

Saturday, May 30 th 

BC Public Library 

Augusta Firehouse 

Germantown Park 

9 am til 12 Noon 

9 am til 12 Noon 

9 am til 12 Noon 

Brooksville 

Augusta 

Germantown 


If your child is 5 to 12 (if you turn 13 
after June 1, you can’t play), and would 
like to play football, please attend one 
of these 3 sign-up dates. 


$75 for returning players w/jersey (must bring to sign ups) 
$100 for new players or returning players who need new jersey 
Bring child to sign-ups for sizing (jersey and equipment) 
Must bring COPY of birth certificate & health insurance 

Hi ioctinnc9 Plooco 0311' 

Kristi Clark: 606-217-1243; Nicole Cracraft: 606-584-2643; 

Jim Wilson: 513-310-9083; or Jennifer Shepherd: 606-782-5512 


Bracken’s middle and elementary 
track team competes in first meet 


The Bracken County 
middle school and elementary 
track team went to their first 
track meet of the season on 
Friday, March 20th in Grant 
County. 

In the individual boys 
races, Payton Tully placed 
3rd with a time of 16.28 and 
Tanner Yelton placed 4th with 
a time of 17.87 in the 100 m 
dash. Damon Bryant placed 
4th with a time of 39.92 and 
Carter Dotson finished 5th 
with a time of 42.80 in the 
200 m dash. In the 400 m 
dash, Landen Morel placed 
5th with a time of 1:26.99 
and Carson King placed 6th 
with a time of 1:28.52. In 
the 800 m run, Brandon Cox 
finished 4th with a time of 
2:41.40 and Kaleb Darnell 
finished 7th with a time of 
2:55.12. Bracken County's 
Arthur Wallace set the meet 
record in April of 2011 with 
a time of2:25.36. His record 
finally fell this year when 
Benjamin Spratt of Grant 
County finished first with a 
time of 2:22.18. In the 1600 
m run, Nicholas Cummins 
finished 8th with a time of 
6:43.23 and Clayton Bonnell 
finished 10th with a time of 
8:43.01. 

In the boys relay races, 
Cavin Wallace, Mason 
Tucker, Tae Shaun Sizemore 
and Clayton Jamison finished 
2nd in the 4x100 m with a 
team time of 58.69; Cavin 
Wallace, Dustin McCormick, 
Mason Tucker, and Clayton 
Jamison finished 2nd with a 
team time of 1:58.44 in the 
4x200 m; Caine Cummins, 
Collin Jarrell, Cayden 
Hambrick, and Bryant Curtis 
finished 4th in the 4x400 m 
with a team time of 6:14.62; 
and Brandon Cox, Carson 
King, Nicholas Cummins, 
and Kaleb Darnell finished 
3rd in the 4x800m with a 
team time of 11:55.76. 

In the boys long jump, 
Kaleb Darnell finished first 
with 13’ 11.50” and Cavin 
Wallace finished 2nd with 
13’6.5”. 

The boys team finished 
3rd overall at the meet. 

In the girls individual 


races, Gracie Wills finished 
1st with a time of 14.78, 
Natalie Bell finished 2nd 
with a time of 15.6, Karis 
Applegate finished 4th with 
a time of 15.75 in the 100 
m dash. In the 200 m dash 
Natalie Bell finished 1st with 
a time of 33.73. Sarah Kirk 
finished 3rd with a time of 
38.75, and Kay lie Osborne 
finished 4th with a time of 
38.84. Emma Sidebottom 
finished 3rd with a time of 
1:58.76 in the 400 m dash. In 
the 800 m run, Holly Ebert 
finished 6th with a time of 
3:17.53, Joy Ebert finished 
7th with a time of 3:25.82, 
and Macie Sharp finished 8th 
with a time of 3:28.89. In the 
1600 m run, Heather Ebert 
finished 4th with a time of 
6:36.24, Kyndal Dotson 
finished 6th with a time of 
7:00.24, and Chloe Routt 
finished 7th with a time of 
7:40.24. 

In the girls relay races, 
Joy Ebert, Gracie Wills, 
Ary ah Myrick and Natalie 
Bell finished 1st in the 
4x100 with their team time 
of 1:04.67; in the 4x200, 
Kyndal Dotson, Gracie 
Wills, Aryah Myrick, and 
Natalie Bell finished 2nd 
with a team time of 2:14.62 
and Savannah Jones, Macie 
Sharp, Natalie Hargett, and 
Gracie Ramsey finished 4th 
with a team time of 2:33.77; 
in the 4x400 m, Heather 
Ebert, Gracie Wills, Holly 
Ebert, and Kyndal Dotson 
finished 1st with a team time 
of 5:25.17 and Sarah Kirk, 
Karis Applegate, Chloe 
Routt, and Savannah Jones 
finished 3rd with a team time 
of 6:02.94; and in the 4x800, 
Heather Ebert, Joy Ebert, 
Holly Ebert, and Kyndal 
Dotson finished 1st with a 
team time of 12:18.74. 

The girls team brought 
home a trophy for finishing 
2nd place overall. 

The teams race scheduled 
at Newport this Thursday 
was cancelled due to track 
flooding. They are scheduled 
to race next after Spring 
Break at Conner on Monday, 
April 13th. 


Bracken County 
Recreation League 
T-Ball, Coach Pitch, 
and Little League! 

Registration forms 
have been sent home with 
children from Preschool - 6 
or 7th grade at Augusta and 
Bracken Schools. Robertson 
Co. and Mason Co. have 
forms being sent around too. 
You can mail your form and 
payment to the address on 
the form. 

Remember that T-Ball 
players have to be 4 by May 
1st of this year in order to 
play. There have been issues 
with this in the past so please 
help us out with this rule. If 
a form is sent in and the child 
is only 3, we will have to 
send your form and payment 
back to you. 

Dates To Remember: 

Tuesday, March 31st 

- place TBD in Robertson 
County - from 5-7 p.m. 

Wednesday, April 1st 

- at The Augusta School 
Library from 5-7 p.m. 

Thursday, April 2nd - 
at the Bracken County Public 
Library from 5-7 p.m. 

Saturday, April 4th 

- Kick-Off Camp at the 
Germantown Ballfield from 
10 a.m. - 1 p.m. (You can 
sign up this day beginning at 
9 a.m. and be ready for camp) 
Bring a glove only, no bats! 

The absolute last day for 
sign-ups is Monday April, 
6th! Teams will be formed 
and we will not be able to 
accept late entries. 


Hot Mett 
Cheese Coney 
is back! 


They 

bite 



Mon.-Thurs. 10:00 a.m-10:00 p. m. 
Fri. & Sat. 10:00 a.m-11:00 p.m. 
Sun. 10:00 a.m.-0:00 p.m. 


We Can Order Your 


NOTARY 

SEALS 



Bracken County News 

735-2198 


Stop Hiding From High Energy Bills 


Show your energy bills who’s boss! 

The Infinity Heat Pump System by Carrier 
is one of the most energy efficient heating 
systems that you can buy. Which means it 
can save you money every month . . . making 
it a pleasure to go to your mailbox again. 

SHARP’S 

HEATING & AIR CONDITIONING 



Infinity* (series 


Pimm 


Carroll Sharp 
Phone 606-747-5982 


r Carrier 1 


• WE ALSO SERVICE ALL OTHER NAME BRANDS • 

“Serving Bracken County over 20 Years!” 


turn to the experts/^^^ 


99 Monson Rd. • Foster, Ky. • License # M00873 
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Advertise your 
EXTRA’S 

In the Classifieds... 


RATES: 25 WORDS OR LESS $ 4.00 prepaid. 

Card of Thanks: 30 words or less $ 5.00 prepaid. 

All yard sales & posteds must be prepaid, yearly posteds $ 25.00. 
The deadline for classified advertising is 5 p.m. Monday. 

Call 735-2198 to place your ad today! 


ti 111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111 ir 


For Sale 


GOLF CARTS, gas & 
electric, back seat avail.; 
DIRT BIKES & 4- 

WHEELERS, great price; 
'02 WINDSTAR F250, 
super duty, 4x4,7 passenger, 
runs & drives great, $4,975. 
Phone 734-216-6690 (cell). 

4-23-p 


Thornless hybrid BLACK¬ 
BERRY BUSHES, 3-5 yr. 
old plants, $4 each. Phone 
606-217-2071 or 859-982- 
1578. 4-2-p 


Old PIANO, needs work, 
$100; homemade DOLL 
CABINET; metal DESK; 
2 CHURCH PEWS, $25 
each. Phone 606-217-1850. 

3-26-p 


6' Massey Ferguson 
PICKUP DISC, $900. 
Phone 859-991-8487. 

3-26-p 


FOR SALE 
Hemlock Barn Siding 
Miller Lumber Company 
Augusta, KY. 
756-2151 

1-800-643-4426 (Toll-Free) 

tfc 


The 

Bracken 

County 

News 

Your 'NEWS' Source 



me and Wheel 
"Specials’’! 


Truck & Car 
Accessories 

• RC Traxxas Trucks 

• Stainless Steel Step Tubes 

• B&W Gooseneck Hitches - 
Installed *525 

• Bull Bars 

• Bed Liners & Mats 

• Tires & Wheels 

• 4 piece Vent Visor 

• Hood Deflector 

• Graphics & Truck Lettering 

• Extang Tri-fold, most trucks, $375 



ROUGH COUNTRY 
Lift Kits 


INSTALLED 


937 - 795-8699 

1220 US 52 • Aberdeen, Ohio 


Fields Lawn Care 



Drew Fields, Owner 
(859) 322-8658 


• Fully insured 

• Mowing 

• Trimming 

• Mulching 

• Spring/Fall clean ups 

• Light landscaping 

• Large weed-eating jobs 

(fence rows, pond 
banks, etc.) 

• Other odd jobs 



AFFORDABLE BANKRUPTCY 


DEBT RELIEF 


• Keep All Property! 

• STOP Foreclosures 

• STOP Lawsuits 

• STOP Wage Garnishments! 

• STOP Harassing Phone Calls! 

• FREE Office & Phone 
Consultations 

• Payment Plans Available 

• Evening & Saturday Appts. 
Available 

• Walk-Ins Welcome 


All Debts Eliminated Into 

One Monthly 
Payment! 


Car Loans 
Credit Cards 
Taxes 

Medical Bills 
Foreclosures 
Repossessions 
Lawsuits 
Garnishments 


MICHAEL E. PLUMMER 

Attorney At Law 

11 W 6th St. • Covington, KY 41011 

859-581-5516 or 1-877-790-2233 

plummerb ankruptcy. com 


Located across the street from U.S. Bankruptcy Court 


Services 


TRANSPORTATION TAXI 
SERVICE: non-emergency, 
doctor offices, airports, 
grocery shopping. You call we 
come! HOUSECLEANING 
- call for prices; JUNK & 
SCRAP REMOVAL. Phone 
734-216-6690 (cell). 

4-23-p 


SALES & SERVICE 

on furnaces and air 
conditioners. Appliance 
service plus electrical work. 
License #M00554. Phone 
Harold Hamilton, 735-3342. 

tfc 


THE HANDYMAN CAN: 

wiring, plumbing, kitchens, 
baths, ceramic tile, hard¬ 
wood floors, roofing, painting, 
landscaping, demolition, tree 
work, mobile auto repair. Se¬ 
nior discounts. Honey-do-list. 
Phone 606-735-9179. 

12-31-p 


ATTORNEY TODD 
KELLETT - Criminal; Social 
Security Disability; Custody 
& Divorce. 217 West Shelby 
St., Falmouth - 859-654-6330. 
This is an advertisement. 

tfc 


Dutch Ridge 
Roofing 

STEEL SIDING & ROOFING 
Cannonball Track 

Bob Appelman 
& Sons 

Dutch Ridge Rd., Augusta 

756-2340 or 756-2308 


Livestock 


CUMMINS POLLED 
LIMOUSINS 
Registered Limousin bulls, 
red or black, 12-18 months, 
double polled, qualifies KY. 
Bull Program. David & 
Donald Cummins, 606-747- 
5886. EOW 


JERRY 

TEEGARDEN 


Electric and Plumbing Repair 

29 Years of EXPERIENCE 
@ Affordable Prices!!! 

CALL NOW for FREE Estimates! 

Cell: 606-217-3901 

EOW 


Business Cards 
$35 per 1,000 
Call 735-2198 


Dedicated Guitar Player/Singer Wanted 

•We are 8-TRAX, a non-profit, for fun band, playing 
the Oldies (1960 ? s era), and Gospel tunes. 

•We perform outdoors and churches. No bars. 

•We are 4 and are growing. 

•Band and/or choir experience a plus. 

•We practice near Augusta most Saturdays 2-4:30 
p.m. 

•Send email to jwpianoman@hotmail.com for our 
song list or call John 859-240-6686. 

•Come check us out. 3-26-p 


CUSTODIAN POSITION 

The Bracken County Fiscal Court will be taking 
applications for a custodian position for the Bracken 
County Judicial Center. Applications will be accepted 
until April 10, 2015 at 4:00 p.m. 

Applicant must have a high school diploma/GED. 

Applicant will have to pass a drug test and background 
check. 

Applications can be obtained in the Bracken County 
Judge Executive’s Office in the Courthouse, 116 West 
Miami Street, Brooksville, KY. 

Bracken County Fiscal Court is an Equal Opportunity 
Employer. 3-26-c 


CARE TAKER POSITION 
(Bracken County Horse Trails) 

The Bracken County Fiscal Court will be taking 
applications for a part time care taker position for the 
Bracken County Horse Trails. Applications will be 
accepted until April 3, 2015 at 4:00 p.m. 

Applicants will have to pass a drug test. 

Applications can be obtained in the Judge Executive's 
Office in the Bracken County Courthouse, 116 West Miami 
Street, Brooksville KY. 

Bracken County Fiscal Court is an Equal Opportunity 
Employer. 3-26-c 


Help Wanted 


MUSIC 

LESSONS 


Real Estate 
Corner 


4989_Augusta- 

Minerva Road. Augusta 

-4.85 acres with a 5 room 
house, bath, county water, 
barn, other outbuildings, 
nice garden spot. In the 
country. $35,000 for a 
quick sale. Please call T.J. 
Burton 606-782-2150. 

763 New Zion Rd. 
Foster - Wonderful 46.5 
acre farm with house. 
Excellent view and a lake 
right out the back door. 
Asking price $225,000. 
Please call T.J. Burton 
606-782-2150. 

1027 Hackett Ridge 
Road. Brooksville - A 
nice home featuring 3 
bedrooms, 2 full baths, and 
a fully finished basement. 
Additional 30x60 detached 
garage. Make Offer. Please 
call T.J. Burton for more 
information 606-782- 

2150. 

1702 Mattox Road. 
Milford - 135 acres with 
an ideal hunting home 
traditionally built with 
central air, electric heat, 
and fully equipped kitchen. 
Great room gathering 
place with fireplace. Deer, 
turkey, rabbit, and more 
can be hunted here. Make 
this your perfect country 
getaway! Asking price 
$269,900. Call T.J. Burton 
606-782-2150. 

THOUGHT OF THE 


FLAGG SPRINGS GOLF 
COURSE AND CAFE ON 
THE GREEN now hiring 
full & part-time employees. 
Applications available On¬ 
line or On-site. tfc 


DELIVERY DRIVER, 

apply online at www. 
snappytomato.com. Hiring 
for day shift & night shift. 
Pay $7.25 hour plus delivery 
fees will be applied. 

3-26-c 


DRIVERS-OTR: Sign- 

on, Safety, Fuel Bonuses! 
Competitive Pay Package! 
Good Benefits. Vacation, 
Holidays. NO-touch Freight, 
NO hazmat. CDL-A. D&D 
Sexton, Inc. 877-412-7209. 

4-2-p 


OWNER OPERATORS 
NEEDED! Dedicated Lanes! 
From MI, KC, TN areas. 
CDL-A, 12 mo Exp. www. 
bawc.com or Tabitha: 800- 
325-7884 Ext. 4. 4-2-p 


50# Shelled Corn 


$500 


50# Cracked Corn 


$ 6 2S 


12% Sweet Feed 


$§00 


50# 21-8 Riverbend 

fZ $ 15 00 


40# 18-6 All Breed 
Dog 
Food 


$JJ00 


40# Cat Food 

$ 1£00 


50# 26-18 Dog Food 

$1900 


Stewart’s 
Farm Supply 

Brooksville 

735-2325 « 



Wanted 


WANTED: Older model 
farm tractors. All makes and 
models. Running or not. 
Phone (606) 842-0068. 

tfc 


WEEK: Life is like riding 
a bicycle. In order to keep 
your balance, you must 
keep moving. 


PERRY POE 
REAL ESTATE 
735-3176 

(www.poerealty.com) 
e-mail: (ppoe@windstream.net) 

JoeGoecke 606-756-2249 
Eric Fegan 859-512-2969 
Karin Poe 606-782-5173 
TJ Burton 606-782-2150 




“Inspect before you Invest” 

with 


\ 


Sherlock Home Inspections. LLC 





(606) 883-3119 

Mark Weiss 

KY Lie. #HI-2234 

(606) 756-3278 

Andrew Weiss 

KY Lie. #HI-2269 


• Electric • Plumbing 

• HVAC • Structure 

• HUD and FmHA Inspections 


y 


WANTED 


GOOD PEOPLE WITH BAD CREDIT 

BANKRUPTCY • BAD CREDIT • DIVORCE • SLOW PAY • REPOSSESSION 


CALL TODAY TO RE-ESTABLISH YOUR CREDIT! 

* Everybody Is Approved!!! 

V WHERE PRICE DOES SELL CARS 


895 US Hwy. 68 Maysville, KY 41056 (Top of the hill next to Enterprise) 

606-564-9800 • 1-800-364-7049 

www.maysvilleautosales.com 


* Guaranteed approval with 35% down, 19.99% APR minimum payment of $ 250 mo. with current paycheck stub, home 
phone bill, driver’s license & proof of insurance. Example: 2002 Chrysler PT Cruiser Limited, 35% down at 19.99% APR 
on 36 months = $ 256.06 per month. See dealership for other financing arrangements possible upon approval. t f c 


y r r v ▼ . 

2014 Chevy ‘11 Sonata 

Imnolo I T7 ‘08BuickLucerne 

i m paia l i z. < 04 Buick Lesabre 

• Leather • Spoiler 07 T °y° ta Camr y 

• Sunroof 


JIM’S 

AUTO 

OUTLET 

Located on Hwy. 10 
just east of Brooksville, KY 

606 - 735-2442 


★★★ 7t/e Suyl/etuckif+++ 


r 


r FTT 

‘10 Subaru Forester 
“06 Nissan Murano 
‘07 Nissan Murano 
‘04 Honda Pilot 
‘05 Nissan Altima 
‘08 Jeep Liberty 
‘11 Buick Regal 
‘10 Buick Lacrosse 
‘11 GMC Terrain AWD 
‘09 CTS 



$16,995 

We Have A Nice 
Selection to Choose From! 


‘02 Buick Lesabre 
‘12 Cadillac CTS 
‘02 Buick Lesabre 
‘07 Jeep Grand Cherokee 
‘07 Chevy C-1500 Short Bed 
‘11 GMC Terrain 


Leekmg 

to buy tires! We 
can save 
you many 
dollars! 


Complete Listing @: www.jimsautooutlet.com 


All our vehicles are carfaxed! 


Several vehicles on the lot to choose from! 


All Prices Plus Tax & License Fees! 
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Public Notices 


County Taxpayers' Notice 

The 2014 county tax bills are now delinquent. If you did not 
receive your bill, please contact the County Sheriffs Office. 
When mailing in your payment, please include your copy of 
the tax bill or put the bill number on your check. If you wish 
a paid receipt returned to you, please enclose a self-addressed, 
stamped envelope. 

IMPORTANT NOTE: All delinquent tax bills will be 
transferred to the County Clerk f s Office as of the close of 
business on April 15,2015. In addition to the penalties and 
fees that are applied by the Sheriffs Office all payments 
made in the County Clerk’s Office are subject to a 20% 
County Attorney’s fee, a 10% County Clerk’s fee and 
interest at 1% per month. The delinquency is also subject 
to being sold to a Third Party and subject to substantial 
additional penalties and fees in the summer of 2015, if not 
paid to the Sheriffs Office. 

Sheriffs Office Hours: Mon., Tues., Thurs. & Fri. 8 a.m. 
to 4 p.m. and Wed. & Sat. 8 a.m. to Noon. Closed Sundays 
and all Federal holidays. 

Payments accepted by Cash, Check, or Credit Card. 


MAKE SURE YOU SEND A COPY OF YOUR TAX 
BILL TO YOUR BANK OR MORTGAGE CO. IF 
THEY ARE SUPPOSED TO PAY YOUR TAXES AND 
DOUBLE CHECK WITH THEM THAT THEY PAID 
THEM. 


NOTICE 

The City of Augusta is seeking a contract for mowing 
the following cemeteries and City property: Payne 
Cemetery, Highland Cemetery, Cemetery on the Hill and 
the Water Treatment Plant. The cemeteries and water 
treatment plant should be bid together as one bid. The 
Contractor will be required to show proof of Workers 
Compensation Insurance and general Liability Insurance 
coverage. If you need any further information you may 
contact the City Office (606) 756-2183, Monday-Friday 
8:30 a.m. - 5:00 p.m. 

Contracts will be received at the City Office until 4:00 
p.m. on April 2, 2015. 

The City reserves the right to reject any and all 
contracts. 3-26-c 


Custom Home Builder 

is ready to build your dream 


• On-site supervision 

• Experienced 

• Quality Craftsmanship 

• Homes for all budgets 

Gary Hicks Constructions 

Next Job Depends on Your Satisfaction” 
Hm: 606-747-9905 • Cell: 859-391-3357 
email: hicksremodel550@gmail.com 



POSTED 


Absolutely no trespassing, 
hunting, fishing, quad riding or 
trapping for any purpose on the 100 
acres of Johnny & Jenny Free at 2075 
Brooksville-Powersville Rd. and the 
1 1/2 acres at 224 Freedom Lane. 
Violators will be prosecuted. 

(4-15) 

The Allendorf family would 
like everyone to know that hunting, 
fishing, or trespassing are not 
permitted on their farm at the end 
of Stump Rd. in Neave. The rare 
exception will be made through 
written permission only. (5-15) 

Absolutely no hunting, quad 
running, or trespassing of any kind 
w/o written permission on the 40+/- 
acres of William & Theresa Shook at 
2125 Sparks Road. (5-15) 

Absolutely no hunting or 
trespassing on the Carolyn Taylor 
farm located on Hillsdale Road. 

(7-15) 

Absolutely no trespassing of 
any kind on the 100 acres of Arlene 
Jones located on Case Ridge. 

(7-15) 

Absolutely no hunting, quad 
running, or trespassing of any kind 
on the 46 acres located at 432 
Johnsville-Foster Rd., Foster. 

(7-15) 

No trespassing, dumping or 
hunting on the Mary Lathem Est., 
west Turtle Creek Road. (8-15) 
No hunting or trespassing of 
any kind, day or night on the farm 
at 2869 Moore Rd., without written 
permission. (9-15) 

Absolutely no trespassing, 
hunting, or ATV's on the 78 acres 
King's Haven Farm, 1675 Hamilton 
Rd. (9-15) 

No trespassing at all "Land 
Posted" at 2757 Neave-Milford 
Rd., Bracken Co. Do Not Enter - no 
hunting on this property. We will 
prosecute. (9-15) 

No hunting, 4-wheeling, or 
trespassing on McKenney land on 
No. 19 between Petra and Milford 
and on Moore Road. (10-15) 
No hunting or trespassing of 
any kind on the 110 acres owned by 
James & Jill Pucci (formerly owned 
by Greg & Patricia Gayle) located at 
692 Jacobs Rd. - parcel number 26- 
22A. (10-15) 

No trespassing of any kind on 
the farm of Brenda Hedges, located 
at 1851 Brooks ville-Germantown 
Rd. Violators will be prosecuted. 
Effective as of Oct. 9, 2014. 

(10-15) 


No trespassing, hunting, 
fishing or use of quad runners on 
the former John Bay farm located 
on the Johnsville-Foster Road, Eden 
Ridge, Willow Creek & AA Hwy. 
Permission only. (10-15) 

Absolutely no hunting, 4- 
wheeling, or trespassing including 
dogs on 60 acres owned by Tom 
& Emma Brumback at 549 Stump 
Rd. (10-15) 

Absolutely no hunting or 
trespassing of any kind on the 65 
acres on Snag Creek Rd. owned by 
Ricky Hamilton. (11-15) 

Absolutely no hunting or 
trespassing of any kind on the 
properties of Tommy Joe Cox located 
at 2468 Western Hills Rd. and 5032 
Snag Creek Rd. (11-15) 

No trespassing, hunting, quad 
running or fishing on the 86 acre 
property known as Potato Hill Farm, 
67 Lockmier Lane. Violators will be 
prosecuted. (H-15) 

Courtney Farm - former 
Clarence Courtney farm, New Zion 
Rd. Absolutely no hunting, fishing, 
ATV or horseback riding, tractors, no 
trespassing without written notorized 
permission. All violators will be 
prosecuted. (11-15) 

Absolutely no hunting or 
trespassing on the property of Walter 
R. Riggs Sr. located on Rt. 352 on 
Garrison Road. (H-15) 

Absolutely no trespassing of 
any kind on property located at 2265 
Santa Fe Road, both sides. Dogs will 
be shot. (1-16) 

Absolutely no hunting or 
trespassing on the 24 1/2 acres 
located at 264 Rock Rd. Violators 
will be prosecuted. Jeff Cline 

(2-16) 

Absolutely no hunting or 
trespassing on the 114 acres located 
at 875 & 1159. Violators will be 
prosecuted. Kevin Cline (2-16) 
No trespassing or hunting on the 
property owned by the Bradbury's on 
Hwy. 19 in the Valley Hi Subdivision, 
Augusta. (3-16) 

Absolutely no trespassing of 
any kind on the farm located at 2321 
Johnsville-Foster Rd. (3-16) 


Advertise your 
no trespassing in 
the posted section. 
$25 per year (pre-paid) 


PUBLIC NOTICE 

Notice is hereby given 
that Ron McCormick, RO. 
Box 32, Foster, KY. 41043, 
has filed an application with 
the Natural Resources and 
Environmental Protection 
Cabinet to build a viewing 
platform for Bodaicious 
Oasis on the concrete pad 
that is there already - 12 ? 
wide 20 ? long floor deck and 
8 ? tall with roof. The property 
is located at 11945 Rt. 8, 
Foster, KY. Any comments 
or objections concerning this 
application shall be directed 
to: Kentucky Division 

of Water, Surface Water 
Permit Branch, Flood Plain 
Management Section, 200 
Fair Oaks Lane, Frankfort, 
KY. 40601. Phone (502) 564- 
3410. 3-26-p 



Looking 
for great 
rates 
on 

Auto 
Insurance?, 


Auto • Farm • Business • Life 
Home • Health 


Carol Moran 

Independent Insurance Agent 


606 - 724-5321 
606 - 735-3555 
800 - 765-5321 - 


Robertson County 
Bracken County 
Mason & Surrounding 
Counties 



K 

Qpr~ 

Top A+ Rated Companies 
cmoranins@windstream.net 


Rentals 


HOUSE: 3 BR, 1 BA, 
1400 sq. ft. house, $450/mo. 
plus deposit, 7 miles east of 
Falmouth, KY on Hwy 22 
E., large yard, gas heat. Call 
Larry 859-391-7993. 3-26-p 


MOBILE HOME, 2 BR, 

Berlin-Willow area, absolutely 
no pets, $350 dep., $350 mo. 
Phone 735-3364 or 375-1203 
(cell). 4-16-p 


MOBILE HOME, 152 

Jett Rd., 2-3 bedroom, 
washer/dryer hookup, stove, 
refrigerator, all electric, lg. 
yard, no pets, $400 mo., $200 
dep. Phone 859-620-5759. 

3-26-p 


STORAGE UNITS in 

Brooksville, 9'xl4' - $50, 
small sizes - $25-$40 per 
month. Perry Poe Real Estate 
(606)735-3176. tfc 


LENOXBURG 
MINI STORAGE 

Hwy. 1019 between AA 
Hwy. & Lenoxburg. 2 sizes for 
your convenience. Owners: 
Norm & Martha 606-747- 
6013. 12-31-p 


Now renting storage spaces 
BLUEGRASS RENTAL 
Asbury Road 
5'x 10'= $25 
10’x 15'= $40 
Phone 756-2446 

12-31-p 


Modem 2 BR APART¬ 
MENTS avail., W/D hookup, 
laundry room on 1st floor w/ 
new front load W/D; 1 st floor 
apartments avail, starting 
$380-$445 mo., move in 
special - 1st mo. rent $99 
with 1/3 deposit pd., we pay 
for trash pickup. Phone 859- 
472-1860. Office hrs. M, W 
& F from 8-4:30 p.m. Equal 
Housing Opportunity. TDD 
800-545-1833 Ext. 336. 

tfc 


TIRE W&RID 


See us for Quality 
Tire Sales & Services 


Maysville, Ky., 416 US 68 

606-759-5302 

Vanceburg, Ky., • 606-759-5302 
Flemingsburg, Ky., • 606-849-8473 
www.tireworldonline.com tfc 


Tri State Land Company 

Walton, KY 

859 - 485-1330 


3 acre - Johnsville area 

Mostly pasture, view, 4 miles off AA Highway, 
city water along road. $ 24,900.00. 

+,000 Down - $ 210 per month 

63.5 acre - Adams Co. Ohio 
level to rolling, partly wooded, ideal for home site 
or hunting get-away. $ 196,900.00 


1.5 acre - Bracken Co., Perkins Ridge Rd. 
Pasture, mobiles welcome, city water & electric available. 
$ 18,900.00. +,500 Down 


Owner Financing Available 


Mobile Homes 


FOR SALE BY OWNER: 

Hwy. 1019 before F oster, KY. 
Large doublewide, 8 acres, 
lg. deck, beautiful scenery, 
2 ponds, 3 bedrooms, 2.5 
bathrooms, rock fireplace, lg. 
basement, asking $115,000. 
Phone 606-782-3636. 

3-26-p 


Land 


LAND: 11.3 acres on Parina 
Rd., electric, water, pond, 
$25,000. Phone 606-735- 
3703. 4-2-p 


PUBLIC NOTICE 

Notice is hereby given 
that Roy A. Taylor, RO. Box 
63, Augusta, KY. 41002, 
has filed an application with 
the Natural Resources and 
Environmental Protection 
Cabinet to install a True Built 
portable barn size 14x20 
at 517 E. 2nd St. Lot #2, 
Augusta, KY. Any comments 
or objections concerning this 
application shall be directed 
to: Kentucky Division 

of Water, Surface Water 
Permit Branch, Flood Plain 
Management Section, 200 
Fair Oaks Lane, Frankfort, 
KY. 40601. Phone (502) 564- 
3410. 4-2-p 


Don’t miss a 
single issue. 

Let us know of any 
address change. 

Bracken Co. News 

606 - 735-2198 


Homes 


2 STORY HOME FOR 
SALE: 1/2 acre lot, 3349 
Augusta-Berlin Rd. Asking 
$49,500. Call 606-782-3016. 

10-29-p 


BRUNER LAND COMPANY, INC. 

(740) 459-9031 or (859)940-2853 

www.brunerland.com 

BRACKEN CO.. KY i 

26+ acres, creek frontage, open & woods, 
good for recreation, $52,900 with owner 
financing. S.R. 875. (Kabler 13) 

03/26-c 


COMMONWEALTH OF KENTUCKY 
BRACKEN CIRCUIT COURT 
CIVIL ACTION NO. 14-CI-00102 

PENNYMAC LOAN SERVICES, LLC PLAINTIFF 

VS. 

JUSTIN HU ES 

LISA TUCKER DEFENDANTS 

•k'k'k'k'k'k’k’k’k’k’k’k'k'k'k'k'k'k’k’k’k’k’k’k'k'k'k'k'k'k’k’k’k’k 

NOTICE OF SALE 

In obedience to a Judgment and Order of Sale entered in the above styled action, I will, 
as Master Commissioner of Bracken Circuit Court, proceed on 

Friday, March 27, 2015 
at 

10:00 A.M. 

IN THE LOBBY OF THE BRACKEN COUNTY JUSTICE CENTER 
BROOKSVILLE, BRACKEN COUNTY, KENTUCKY 

to sell the hereinafter described tract of real estate and any improvements thereon. This 
sale is to satisfy a Judgment and Order of Sale in favor of PENNYMAC LOAN SERVICES, 
LLC, against the Defendants herein in the principal amount of $66,161.58, plus interest at 
the rate of 5.8750% per annum beginning January 1,2014 until paid, together with amounts 
for late fees and assessments, advancements for the protection of the property, taxes and 
insurance, escrow advances, and reasonable attorney fees of $ 1,700.00, insurance premiums 
and court costs incurred herein. The real estate to be sold is described as follows: 

A certain house and lot on Miami Street in the City of Brooksville, Bracken County, 
Kentucky, bounded and described as follows, to-wit: 

Bounded on the North by the Wm. Fronk residence and lot; bounded on the East by the 
lot of Ed Wagel; bounded on the South by the residence of Belle Fronk (now Coleman), 
and on the West side by Miami Street, sixty (60) feet in width by one hundred fifty three 
(153) feet deep. 

Exception: Excepted herefrom is that parcel of land containing 13 square meters 
conveyed to the Commonwealth of Kentucky by deed of the Moorhead Family Trust, dated 
October 27, 1999, of record at Deed Book 156, Page 244, Bracken County Records. 

SOURCE OF TITLE: Being the same property conveyed to Justin Hiles, single, and 
Lisa Tucker, single, from Eddie Tucker and Debbie Tucker, husband and wife, by deed 
dated May 20, 2008 and recorded at Deed Book 186, Page 494 of the Bracken County 
Clerk’s records. 

The property shall be sold to the highest and best bidder(s) and said purchaser shall be 
required to pay cash or the sum of ten percent (10%) of the bid price in cash deposit with 
the balance of the purchase price to be due and payable in cash or certified funds, within 
thirty (30) days from the date of sale. The purchaser shall be required to execute a bond, 
with good and sufficient surety, bearing interest at the rate of 12% per annum from the date 
which is thirty (30) days following the date of sale, until paid, and payable to the Master 
Commissioner. 

The purchaser shall have the privilege of paying all or any part of the purchase price or 
paying said bond before maturity by paying the balance of the principal together with all 
accrued interest thereon. If the total purchase price is not paid in cash, the required deposit 
shall be applied to any expenses incurred by a default of the purchaser. Provided, however, 
in the event a party of this action is the successful bidder at the sale of the property by 
the Master Commissioner, then the said party, upon payment of the court costs and sale 
expenses and any liens or judgments that have been given priority herein over the lien and 
judgment of said successful bidder/party, shall have its bid credited against its judgment 
herein. 

If the purchaser(s) fails to comply with the terms of the sale then, in such event, the 
Master Commissioner shall immediately resell the property upon the same terms and 
conditions as set forth herein, excepting only any necessary changes in the time and date of 
sale. Possession of the property herein sold shall be given to the purchaser after payment 
in full of the purchase price and confirmation of the sale by the Bracken Circuit Court. 
Pursuant to the Judgment herein, the purchaser shall be required to assume and pay all ad 
valorem property taxes assessed against the property for 2015 and all subsequent years 
thereafter. The title interest of the parties to the lawsuit will be conveyed without warranty 
by the Master Commissioner to the purchaser and the purchaser shall receive a deed to 
property upon payment of the purchase price in full (and costs of sale, if applicable) and 
after confirmation of the sale by Bracken Circuit Court, subject to any equity of redemption 
if the property does not sell for two-thirds of its appraised value. 

Mark A. Schumacher 

Master Commissioner 
Bracken Circuit Court 

CERTIFICATE OF SERVICE 

I hereby certify that a true and correct copy of the foregoing has been mailed, postage 
prepaid, to the Hon. Lori R. Leach, Lemer Sampson & Rothfiiss, PO Box 5480, Cincinnati, 
OH 45201, Justin Hiles, 305 West Miami St., Brooksville, KY 41004, and Lisa Tucker, 93 
Linville Lane, Brooksville, KY 41004, on this the 9th day of March, 2015. 

Mark A. Schumacher 
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New Candleberry Fragrances 

• New Summer Jewelry, 
Hats & Accessories 


• Wind & Willow Dips For Easter & 
Summer Parties 

• We Are Filled With Furniture, Pillows, 
Lamps & Spring Crafts For Indoors & 
Outdoors! 


Upscale Consignment & Gift Shop 
Hrs.: Mon - Fri: 9-5; Sat. 9-3 

17 E. 2nd St. • Downtown Maysville 

606-563-0090 







Public can follow 
journey of golden eagle 
originally captured in 
Bernheim Forest 

Researchers recently cap¬ 
tured a golden eagle in the 
Bernheim Forest in Bullitt 
and Nelson counties and fit¬ 
ted it with a tracking device 
as part of an ongoing research 
project. Golden eagles are sel¬ 
dom seen in Kentucky. 

“Bernheim Forest has a 
few golden eagles that come 
back every winter and is one 
of the more reliable places in 
the state to see golden eagles,” 
said Kate Heyden, avian bi¬ 
ologist for the Kentucky De¬ 
partment of Fish and Wildlife 
Resources. “They don’t nest 
in Kentucky, but spend win¬ 
ters here. Golden eagles that 
winter here probably nest in 
Canada.” 

The researchers, includ¬ 


ing staff members of Bern¬ 
heim Forest and Kentucky 
Fish and Wildlife, captured 
the adult male bird Feb. 10. 
Using a road-killed deer car¬ 
cass as bait, the crew sat in 
a blind and fired a net over 
the golden eagle to capture 
it without harm. The proj¬ 
ect was funded by Bernheim 
Forest and the Beckham Bird 
Club in Louisville. 

“We banded, measured, 
sexed and aged the bird and 
put a custom-fitted solar pow¬ 
ered satellite transmitter on 
its back that won’t interfere 
with flying, hunting or breed¬ 
ing,” Heyden said. “We hope 
to track this bird for three to 
five years.” 

The installation of the 
tracking device is part of a 
larger study of eagles in the 
Appalachian Mountain re¬ 
gion. Kentucky Fish and 
Wildlife began surveying for 
golden eagles in Kentucky in 
2012. 

“There are more golden 
eagles in Kentucky than we 


thought,” Heyden said. “This 
is the first one we’ve cap¬ 
tured. This golden eagle is ex¬ 
tremely healthy and one of the 
largest I’ve held, weighing 10 
y 2 pounds.” 

Golden eagles typically 
show up in Kentucky around 
Thanksgiving and stay until 
mid-March. The recent warm 
winds propelled the eagle to 
begin migrating north March 
12; by the next day, it was 
already near Bloomington, 
Indiana. As of March 16, the 
bird had already flown north 
275 miles, along the Indiana 
- Illinois border just south of 
Chicago. 

“The neat thing is we 
don’t know where it is go¬ 
ing to go,” Heyden said. “We 
would like to see where it goes 
to nest. We expect this bird to 
migrate back to Canada.” 

Those interested in fol¬ 
lowing the movements of this 
golden eagle may visit the 
golden eagle page on the Ber¬ 
nheim Forest website at http:// 
bernheim.org/golden-eagle/. 


^ Card of Thanks 


I would like to express 
my thanks to everyone that 
sent cards, food, visits, and 
the many prayers offered up 
for me during my recent hos¬ 
pital stay and rehabilitation. 
Thanks so much for caring. 
God bless you. 

Jimmie Jones 


NEED A CAR! 

Bring in your 

TAX REFUND 

and we will Finance You! 

JIM’S AUTO OUTLET 

Located on Hwy. 10 • just east of Brooksville, KY 

606-735-2442 


Bracken Track Team holds 
successful annual mattress sale 



Pictured above left to right are, front: Grade Kurtz, Coach Forrest Hunt, and Ashley 
Anderson. Center: Kaleb Darnell and Jacob Marsh. Back: Heather, Joy, and Holly 
Ebert. Photo submitted 

The Bracken County Track Team held their annual mattress sale this past Saturday, 
March 21st. The gym at Taylor Elementary was turned into a mattress showroom where 
community and family members could try out the different mattresses available. Because 
of the community’s support, the team will receive much needed funds to participate at 
meets, and help with accommodations when athletes qualify for the state meet. 

Their next fund raiser will be held on Friday, April 10th. They will be hosting a quar¬ 
ter auction at the Watson Building in Brooksville. Doors will open at 6 p.m. with auction 
beginning at 7 p.m. Food will be available for purchase. 





C & D Electronics 
the SHACK 


RadioShack 


irk 


110 TUCKER DR 
MAYSVILLE, KY 41056 

606.759.5027 


as low as 

*166 


/month 


as low as 

*214/month 


as low as 


*85 


/month 


PIONEER S-SERIES 

60" Cutting Deck 
Kohler ZT740 


LAZER Z E-SERIES 

60" Cutting Deck 
Kohler CV742 


QUEST S-SERIES 

50" Cutting Deck 
Exmark 708cc 







































